TO  FiLE  COPY.  BB  AO  6 8 8 9 5 


DEVELOPMENT  OF  A SELF  POWERED 
VEHICLE  DETECTOR 


BY  J.  F.  SCARZELLO  D.  S.  LENKO  A.  D.  KRALL  R.  E.  BROWN 


RESEARCH  AND  TECHNOLOGY  DEPARTMENT 


OCTOBER  1978 


Approved  for  p'jbllc  roltaM,  dlitrlbutlon  unllmlMd. 

Thii  Rottarch  moi  Sponiorad  by  tht  F«d<r«l  HMhwoy  Admlnlttfition, 
Offioa  of  DtMarch,  Traffic  &vitatni  Oivlilon,  Waihlngton,  DC  2C6(K> 


NAVAL  SURFACE  WEAPONS  CENTER 

Duhlyrsn,  Virginia  22448  • Silver  Spring,  Maryland  20810 


79  "5 


' m 


UNCLASSIKIED 


<RCU^ITV  C’.ASSiriCATION  Of  THtl  ^AOC  fWlian  Dmtm  en<*r*« 


REPORT  DOCUI^ENTATION  PAGE 


NSWC/W(^L/rR^^8-177  J 


|2.  OOVT  ACCCMION  NO.j 


RE/.D  INSTRUCTIONS 
BEFORE  COMPLETING  FORM 


I.  ACCI^IENT'*  CATALOG  NUMStA 


DEVELOPMENT  OF  A ^ELF  ^OWERED  VEHICLE  ^DETECTOR^ 


n J F?7scar2el  1 o , D.  S./Lenko,  A.  D./Kran^" 
R.  E/^Brown  ' ' ■ 


• ^ESFONMiNO  Organization  name  and  adohess 

Nayal  Surface  Weapons  Center  - \ > 
White  Oak  / / 

Silver  Spring,  Maryland  20910 


».  TYriE  or  RErORT  A RERIOD  COVERED 

R&D,  Nov  1976  - Sept  1978 


• • PERFORMING  ORG.  REPORT  'JUMBER 


•.  contract  or  grant  NUMBEP/a; 

FHWA/DOT  Order  No.  6-3-0180 


^ i"g6RAM  element,  PROJECT,  TASK 
AREA  A WORE  UNIT  NUMBERS 


F I n-ouj 


, y^'e.p'txNav 

l«  MONITORING  AGENCY  NAME  A AIlORESSTfl TMTSTtaTcmlfDllfnA  OfWealQ 


IS.  NUMBER  or  PAGES 

228 


ZZL 


IS.  DISTRIBUTION  STATEMENT  f^i'lMtUmpon) 


IS.  SECURITY  CLASS,  (ot  thl€  MpoH) 

UNCLASSIFIED 


is«.  oeclassificatioh/oowngrading 

SCHEDULE 


Approved  for  public  release;  distribution  unlimited. 


17,  distribution  ST  ATImENT  f«(  ifi«  aAairacf  in  BtoeA  JO,  II  difinmt  Htpor))~ 


If  supplement ARY  notes 


This  research  was  sponsored  by  the  Federal  Highway  Administratio.i,  Office  of 
Researcn,  Traff,c  systems  Division,  Washington,  DC  20590 


IS.  KEY  KOROS  fCsnii.'w*  M nim**  II  ntvtaamnf  ARE  Hmtlllr  by  Uaek  lumtat) 

Two-axis  Magnetometer.  Low  Power  RF 

Telemetry  Link,  Audio  Tone  fcncoder/Decoder,  Omnidirectional  Microstrip 
Antenna,  RF  Oscillator,  RF  Transmitter,  Batl.ery/Solar  Cell  Tests 
Digital  Nulling  Looo,  Voltage  Controlled  Crystal  Oscillator 


*0.  abstract  rCoRMiHM  an  rawwram  »<E«  II  naavammy  mtd  WwHifr  Ay  At»eA  ntmbarji  

vehicle  detection  system  has  been  developed  which  i 
Jricoiro  !•  ^ signature,  processes  it  and  then  transmits  vehiclj 

unit  Th^  c ^'7^1  position  to  a nearby  receiver  control 

^ Poworfed  VeMcle  Oetoctor  (SPVD)  is  an  advanced  vehicle  detectoi^ 
rhH  mimmum  installation  time  and  cost,  little  maintenance, 

and  IS  capable  of  detecting  vehicles  on  any  standard  roadway  surface 


DO  , 1473 


EDITION  OF  I NOV  AS  IS  OBSOLETE 
I/W  0103-LF.Ot4.6A01 


^ i 

SECURIT#ClJ^FICATIo!r OF  TNIF  PAGs'fBBan  Oa«a  ^tara« 


UNCLASSIFIED 


20.  (Cont’d). 


The  SPVD  system  consists  of  two  units,  the  roadv/ay  implanted  sensor  and  a 
control  unit  which  is  located  inside  a traffic  instrumentation  enclosure  less 
than  500  feet  away.  The  SPVD  sensor  unit  is  placed  in  a standard  roadway  bore 
hole  located  in  the  center  of  the  lane  just  beneath  the  surface.  The  estimated 
lifetime  for  a traffic  flux  of  20,000  vehicles/day  is  greater  than  one  year. 
Twenty  SPVD  systems  have  been  fabricated  for  FHWA  evaluation.. 


UNCLASSIFIED 

SECURITY  CLAWITICATION  OP  THIS  RAOCflRlMi  Dmtm  Mjrttrmd) 


NSWC/WOL  TR  78-177 


PREFACE 

NSWC/WOL  TR  78-177 

This  final  report  describes  all  the  research,  development,  design  and  fabri- 
cation work  done  by  the  Naval  Surface  Weapons  Center  on  the  Federal  Highway 
Administration  Program,  “Development  of  the  Self  Powered  Vehicle  Detector,"  Intra- 
Government  Order  No.  6-3-0180  from  November  1976  to  September  1978.  Twenty  Self 
Powered  Vehicle  Detection  (SPVD)  Systems  have  been  built,  tested  and  delivered  to 
the  Federal  Highway  Administration  on  1 September  1978.  The  SPVD  System  appears 
to  meet  or  exceed  all  program  design  goals  based  on  extensive  simulated  laboratory 
and  roadway  tests.  All  required  program  documentation  Is  provided  herein. 

PAUL  R.  WESSEL 
By  direction 
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INTRODUCTION 

The  purpose  of  the  Self  Powered  Vehicle  Detector  (SPVD)  Is  to  reliably  detect 
vehicle'!  passing  through  a desired  surveillance  zone  (traffic  lane)  in  all  environ- 
ments associated  with  its  fixed  location  beneath  the  roadway.  The  detected  vehicle 
magnetic  signature  information  is  then  telemetered  via  an  RF  link  to  a roadside 
traffic  Instrumentation  enclosure  for  the  purpose  of  vehicle  counting  or  traffic 
control,  Desireo  SPVD  sensor  unit  operational  life  is  to  be  greater  than  one  year 
utilizing  its  self-contained  batteries. 

The  Naval  Surface  Weapons  Center,  White  Oak  Laboratory,  was  Introduced  to  the 
Federal  Highway  Administration's  vehicle  detection  problem  in  August  1975  when 
personnel  of  both  facilities  met  to  discuss  the  Self  Powered  Vehicle  Detector 
Concept  (SPVD)  and  Its  initial  hardware.  During  Phase  I of  FHWA  program,  done 
under  outside  contract  as  documented  In  Reference  (1),  three  engineering  prototypes 
were  developed  which  did  not  meet  several  of  desired  system  concept  design  goals. 
However,  the  Phase  I effort  demonstrated  that  if  state-of-the-art  improvements 
could  be  made  In  the  magnetic  sensor  and  the  RF  telemetry  link  components,  such  a 
system  would  be  possible.  In  January  1976,  a modest  program  was  established  at 
NSWC/WOL  to  optimize  the  SPVDs'  magnetic  sensor.  The  program's  scope  had  these 
objectives:  (a)  determine  the  suitability  of  the  low  power  two-axis  Brown 
Magnetometer  for  the  SPVD,  (b)  examination  and  optimization  of  the  existing  sensor 
described  In  Reference  (1),  and  (c)  briefly  explore  single  and  two-axis  low-power 
magnetic  gradiometers.  These  objectives  were  directed  at  solving  the  stopped 
vehicle  detection  problem  In  all  anticipated  roadway  environments.  Efforts  on  this 
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initial  program  (DOT  #6-3-0063,  January  1976  to  June  1976)  provided  engineering 

2 3 

data  and  the  design  approach  for  the  sensor  module.  ' 

In  November  1976,  a research  and  development  program  was  established  at 
NSWC/WOL  to  complete  the  necessary  component  research  on  the  magnetic  sensor  and 
sensor  electronics,  battery  evaluation  and  the  design  testing  and  fabrication  of 
twenty  SPVD  magnetic  sensor  modules  and  housings.  The  program  was  subsequently 
modified  to  Include  additional  component  research  In  a newly  Invented  omnidirectional 
microstrip  antenna,  RF  oscillator  and  transmitter,  telemetry  link  encoder  and 
decoder,  and  development  problems  and  associated  underestimates  Incurred  during 
the  fabrication  of  the  twenty  SPVD  systems. 

This  final  report  covers  all  SPVD  component  research  and  development  and  Is 
divided  Into  seven  major  areas  of  Investigation:  (1)  magnetometer  development, 

(2)  sensor  system  electronics  development,  (3)  telemetry  link  encoder/decoder 
development,  (4)  telemetry  link  oscillator/transmitter  development,  (5)  antenna 
development,  (6)  telei.ietry  receiver  and  battery  evaluations,  and  (7)  mechanical 
component  design  and  development. 

In  addition  to  the  above  documentation,  detailed  drawings,  diagrams,  test 
procedures  and  engineering  data  are  provided  which  should  be  adequate  to  reproduce 
the  prototype  SPVDs.  A hard-wired  version  of  the  SPVD  electronics  has  also  been 
fabricated  and  Is  described.  In  the  Discussion  section,  several  system  Improvements 
and  options  are  discussed  which  should  be  considered  for  the  development  or  procure- 
ment of  next  generation  SPVD  Systems. 

Additional  documentation  generated  by  this  program  or  related  to  It  may  be 
found  In  References  (4),  (5),  (6),  (7),  and  (8). 

Key  NSWC  personnel  actively  associated  with  the  SPVD  program  are:  John  F. 
Scarzello,  Principal  Investigator/Research  Engineer;  Daniel  S.  Lenko,  Principal 
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Electronics  Engineer,  Yelemetry  Link  Con^onents;  Albert  0.  Krall,  Research 
Physicist,  Antenna  Research;  Or.  Robert  E.  Brown,  Research  Physicist,  Magnetometer 
Development;  Wayne  R.  Grine,  Mechanical  Design  and  Fabrication;  Chester  W.  Purves, 
Mechanical  Design  and  Fabrication;  Albert  M.  Syeles,  Antenna  Design  and  Fabrication 
and  George  W.  Usher.  Jr.,  Electronics  Design. 
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I.  SPVO  SYSTEM  DESCRIPTION 

This  section  consists  of  two  parts,  a general  system  Information  summary  and 
operating  Instructions  and  then  a brief  system  functional  description. 

General : 

The  Self  Powered  Vehicle  Detector  (SPVD)  system  Is  a motor  vehicle  detection 
system  that  detects  a vehicle's  presence  by  measuring  Its  magnetic  field  beneath 
the  roadway  surface.  A radio  frequency  (RF)  telemetry  transmitter  conveys  the 
roadway  Implanted  SPVD's  vehicle  presence  and  device  status  Information  to  a road- 
side control  unit,  which  may  be  Interfaced  to  other  traffic  control  systems. 

Figure  1 Is  a drawing  of  the  SPVD  system  concept  for  a typical  traffic  controlled 
intersection. 

The  SPVD  system  consists  of  two  components,  the  SPVD  (sensor  unit)  and  the 
SPVD  Control  Unit  shown  in  Figure  2.  The  SPVD  sensor  unit  is  a 4 1/2"  diameter, 

15"  long  cylinder  which  Is  Implanted  In  the  center  of  a traffic  lane  by  boring  a 
4 1/2"  diameter  hole  (minimum)  using  a standard  core  sample  drill.  When  a vehicle 
passes  directory  over  the  Implated  SPVD  sensor  unit,  it  transmits  a coded  leading 
and  trailing  edge  pulse  which  Is  received  and  decoded  by  the  SPVD  control  unit 
located  In  a nearby  (500  feet)  existing  weatherproof  traffic  Instrumentation 
enclosure.  An  external  receiving  antenna  Is  required  for  the  control  unit  and  may 
be  mounted  either  on  or  near  the  traffic  Instrumentation  enclosure  and  connected 
to  It  by  a coaxial  cable.  The  SPVD  sensor  unit  1s  Implanted  approximately  1"  below 
the  roadway  surface  and  oriented  with  case  arrows  pointing  In  the  direction  of 
traffic  flow.  The  vehicle  presence  detection  time  of  the  SPVD  sensor  unit  Is  set 
Internally  to  approximately  15  minutes.  After  this  time  the  SPVD  rezero's  Its  sensor 
digital  pulling  loops  and  again  becomes  active. 

The  J^PVD  control  unit  (Figure  2)  contains  a standby  battery  which  can  operate 
the  SPVO  control  unit  with  Interface  relays  for  24  hours  when  fully  charged.  The 
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SPVD  sensor  unit  has  approximately  a two-year  operational  life  before  battery 
replacement  Is  required.  Low  SPVD  sensor  battery  Is  Indicated  by  a distinct  coded 
radio  signal  and  will  activate  the  undervoltage  light  and  relay  In  the  SPVD  control 
unit. 

Detection  of  most  types  of  motor  vehicles  passing  over  the  SPVD  sensor 
with  nearly  zero  miss  and  false  alarm  rates  Is  anticipated  except  for  motorcycles, 
especially  3S0cc  displacement  and  under. 

A six  pin  Interface  connector  Is  supplied  and  may  be  used  to  activate  other 
traffic  control  Instrumentation.  The  relay  contacts  are  normally  open,  I.e.,  for 
no  vehicle  presence  or  normal  voltage  conditions.  BNC  connectov*  outputs  are  for 
testing  and  high  Input  Ingedance  devices  only. 

SPVD  system  component  specifications  are  tabulated  In  Table  I. 

The  Inspiration  behind  the  SPVD  development  effort  Is  two-foldj  reducing  the 
high  cost  of  installing  or  repairing  hardwired  automatic  traffic  control  sensors  In 
modem  highways  and  streets  by  using  an  easily  implanted  sensor;  and  to  Improve 
the  SPVD  design  by  developing  Improved  components,  specifically  to  increase  vehicle 
presence  time  and  Improve  the  telemetry  link. 

The  SPVD  system  Is  functionally  divided  Into  two  sections,  the  magnetic  sensor 
module  and  the  telemetry  link.  The  telemetry  link  consists  of  the  SPVD  sensor  units' 
transmitter/encoder  module  and  omnidirectional  microstrip  antenna/housing,  and  the 
control  unit  which  Includes  the  receiving  antenna,  receiver  module,  decoder  and 
Interface  electronics. 

Figure  3 Is  a block  diagram  of  the  magnetic  sensor  module.  A low  power  two- 
axis  magnetometer  measures  the  vertical  and  horizontal  (parallel  to  road  direction) 
components  of  the  vehicle's  magnetic  field.  The  resulting  rnagnetic  field  with 
respect  to  vehicle  position  over  the  sensor.  Is  processed  by  determining  the 
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Table  1.  SPVD  System  Specifications 
SPVD  (Sensor  Unit) 

DETECTION  RANGE  SPEED:  0 to  128  KM/HR  (0  to  80  MPH)  35.6  M/SEC.  (117  FT/SEC) 
DETECTION  OUTPUT:  Positive  output  vehicle  presence 
DETECTION  RANGE:  (Lateral  from  lane  centerline) 

Cars:  ±1.2M  (±4  FT) 

Trucks:  ±1.2M  (±4  FT) 

Buses:  +1.2M  (±4  FT) 

Motorcycles:  ±.6M  (±2  FT) 

OPERATING  TEMPERATURE:  -34°  to  + 76°C(-30OF  to  +170OF) 

MAXIMUM  VEHICLE  COUNTS:  20,000/Day 

OPERATING  LIFETIME:  Greater  than  1 Year  (2  Years  Estimated) 

DIMENSION:  11.43cm  (4V')  DIA  x 38.1cm(15'')  LONG  (Sensor) 

SPVD  CONTROL  UNIT 

SIZE:  5"  X 6"  x 9" 

POWER  REQUIREMENTS:  115  Volt  60Hz 

INTERFACE:  MS-31 16E-10-6P  Six  Pin  Connector  (Supplied);  Vehicle  Presence 

Pins  C and  D Normally  Open,  I.e.,  No  Vehicle  Present;  Undervoltage 

Pins  E and  F,  Normally  Open  Indicates  Normal  Condition. 

ANTENNA:  Requires  custom  length  of  RG-58C/U  cable  connecting  the  supplied 

quarter  wave  whip  antenna  and  antenna  Input  BNC. 

FUSE:  3A-250V  Type  FO  Cartridge  Fuse 

STANDBY  BATTERY:  GEL  CELL  GC-1245-1,  12  Volt  4.5  A.hr.  Operates  unit  for 
minimum  of  24  hours  when  fully  charged. 
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vertical  signal  amplitude  and  deciding  If  It  Is  sufficient  to  be  a vehicle  rather 
than  background  noise. 

The  extremely  low  power  required  of  the  magnetometer  transducer  (120  u watts) 
has  forced  some  system  tradeoffs  which  necessitate  electronics  stabilization 
circuitry  to  increase  magnetometer  performance  with  respect  to  temperature  and  the 
resulting  DC  offset  drift.  Two  digital  nulling  loops  are  required  to  null  out  the 
magnetometer  offset  with  respect  to  time  and  temperature.  There  is  much  thermal 
Inertia  In  the  sensor  module  after  the  unit  Is  Implanted  which  produces  gradual 
temperature  changes  despite  the  rate  of  ambient  temperature  change.  The  digital 
nulling  loop  electronics  facilitate  performing  certain  logic  functions,  specifi- 
cally Implementing  the  15  minute  vehicle  presence  and  reset  functions.  The  reset 
function  occurs  when  a vehicle  Is  stalled  over  the  sensor  for  longer  than  15 
minutes,  I.e.,  becomes  operational  after  that  time. 

The  basic  logic  Is  very  similar  to  that  developed  In  the  Phase  I effort^. 

The  only  major  change  was  to  reduce  the  threshold  sensitivity  In  order  to  detect 
a variety  of  small  vehicle  types.  Although  several  vehicle  signature  measurements 
were  made  during  prototype  evaluation,  comprehensive  measurements  are  beyond  the 
program's  scope  and  resources.  A detailed  explanation  of  sensor  module  functions 
Is  found  in  the  sensor  module  section. 

The  SPVD  RF  telemetry  link  block  diagram  is  Illustrated  In  Figure  4.  The  SPVD 
sensor  unit  contains  a transmitter/encoder  module  and  omnidirectional  microstrip 
antenna/housing  which  transmits  lOOmw  leading  and  trailing  edge  transmission 
signals  when  the  sensor  module  detects  a vehicle  presence.  Within  500  feet  of 
the  roadway  implanted  SPVD  sensor  Is  a receiving  antenna  and  control  unit.  The 
SPVD  transmitted  signal  Is  received  by  a FM  receiver  and  then  signal  conditioned 
for  the  decoder  electronics.  The  decoder  electronics  detects  the  encoded  tone  code. 
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that  Is  recognizes  a combination  of  two  tones,  either  a low  and  middle  tone 
(leading  edge),  medium  and  high  tones  (trailing  edge)  or  low  and  high  tones 
(trailing  edge/undervoltage  condition  In  the  SPVD).  The  following  logic  activates 
the  Interface  circuitry  to  Indicate  the  detected  condition. 

Tne  entire  SPVD  sensor  unit  electronics  consumes  about  2 milliwatts  continu- 
ously at  6.75  volts  and  with  the  26  ampere-hour  battery,  a two  year  operational 
life  Is  estimated  based  on  detecting  20,000  vehicles  per  day.  Even  longer  life 
Is  possible  with  1nq)roved  lithium  batteries  only  now  becoming  available. 

All  SPVD  system  derign  goals  appear  to  be  met,  although  survival  In  a variety 
of  roadway  environments  Is  the  crucial  measure  of  SPVD  performance.  NSMC  has 
operated  a prototype  unit  for  approximately  one  month  in  the  "wet”  roadway  test 
hole  and  continuously  operated  the  system  electronics  for  over  one  year. 

The  system  described  In  this  report  has  been  documented  In  the  disclosure  of 
Reference  (8). 
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OPERATING  INSTRUCTIONS 

1.  Turn  on  the  SPVD  control  unit,  either  AC  power  or  battery  (see  Figure  2). 

Check  Internal  battery  condition  by  pushing  front  panel  switch.  If  normal,  the 
meter  needle  will  be  In  the  center  or  to  the  right  side  of  the  scale  (see  Figure  .?). 
If  to  the  left,  charge  the  Internal  battery,  I.e.,  plug  Into  115V  60  Hz  AC  and  turn 
both  AC  and  control  unit  Internal  battery  switches  to  on.  Recheck  after  24  hours. 

2.  Turn  on  the  SPVD  (see  Figure  5).  Remove  the  top  cap  with  a 3"  spanner 
wrench.  Plug  the  red  and  black  wires  Into  the  appropriate  terminals  of  the  black 
battery  housing.  Then  put  tape  over  the  terminals  to  Insulate  them  (supplied  with 
the  SPVD).  Reinsert  the  electronics/battery  housing  Into  the  antenna/housing  and 
line  up  the  arrows.  Retighten  the  cap  after  cleaning  the  0-r1ng  sealing  surface. 

3.  After  the  presence  time  (%15  minutes)  check  the  system  by  moving  a large 
wrench  or  pliers  over  the  SPVD  sensor.  If  a vehicle  presence  Is  detected,  shut 
off  the  SPVD  control  unit  and  prepare  to  travel  to  Implant  site. 

4.  Items  required  for  SPVD  system  Installation: 

a.  SPVD  and  SPVD  Control  Unit 

b.  SPVD  receiving  antenna  with  appropriate  length  of  RG-58  cable 

c.  Ml sc.  brackets  for  mounting  the  control  box 

d.  4 1/2"  dia.  min.  (6"  max)  core  drill  «17"  long 

e.  Output  Interface  plug  wired  for  appropriate  Instrumentation  (see  Figure  2 
for  pin  out) 

5.  Drill  core  hole  for  the  SPVD  in  the  center  of  desired  traffic  lane.  Use 

4 1/2"  dia.  minimum  size  core  drill  bit  (maximum  size  6")  approximately  17"  deep. 
(See  Figure  6). 

6.  Insert  SPVD  with  arrows  In  direction  of  traffic  flow.  (See  Figure  5). 
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FIGURE  6.  DRAWING  OF  SPVD  ROADWAY  IMPLANT 
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After  Insertion,  check  with  SPVD  control  unit  having  either  a short  (2'  long) 
wire  antenna  (Figure  7}  or  with  the  supplied  receiving  antenna.  Move  a magnet  or 
large  wrench  over  It  to  check  system  operation. 

7.  Space  SPVD  so  It  Is  about  1"  below  the  road  surface  and  cover  with  hot  patch. 

8.  Check  unit  operation  with  a vehicle. 

9.  To  remove  the  SPVD  from  the  roadway,  remove  the  hot  patch  with  a hand  chisel. 

Grab  the  nylon  bolt  and  pull  up  with  pliers.  If  the  unit  does  not  move.  Insert  & 

3"  long  3/8"- 16  steel  bolt  and  pull  straight  up. 

10.  The  undervoltage  light  on  the  SPVD  control  unit  Indicates  the  condition  of 

the  battery  In  the  SPVD.  Remove  the  SPVD  only  If  It  stays  on  after  several  vehicles 
have  passed. 

11.  Install  the  receiving  antenna  either  on  the  traffic  control  box  or  on  a 
closeby  lamp  post.  The  spring  mount  Is  not  required  for  installation  on  a traffic 
control  box.  With  a simple  bracket  It  may  be  mounted  on  a pole  and  soldered  to  an 
appropriate  length  of  R6-58  cable  to  the  SPVD  control  unit  antenna  Input  BNC 
connector.  (See  Figure  1).  Installation  of  the  receiving  antenna  and  location  of 
the  SPVD  will  be  quite  Important  to  system  performance.  Therefore  It  Is  suggested 
that  several  antenna  locations  be  tried  for  optimum  location  before  fabricating 

an  antenna  bracket. 

12.  To  replace  SPVD  batteries,  refer  to  the  battery  housing  mechanical  design  section 
of  this  report. 


FIGURE  7.  PHOTOGRAPH  OF  SPVD  IMPLANT  IN  NSWC  'WET"  HOLE. 
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II.  DEVELOPMENT  OF  THE  SPVD  MAGNETOMETER  SENSOR 

Selection  of  a magnetic  sensor  proceeded  through  three  stages:  (1)  evaluation 

of  the  HoneyMell  sensor;  (2)  modification  of  a pulse-driven  fluxgate  sensor 

previously  used  In  Navy  Intrusion  detectors;  (3)  development  of  a new  pulse-driven 

fluxgate  sensor  optimized  for  the  specific  nol se-sensi t1 v1 ty-cos t-power  requirements 

of  the  SPVD.  The  first  two  stages  In  the  selection  process  have  been  reported  upon 
23 

previously  Briefly  the  Honeywell  sensor  was  found  to  be  deficient  In  stability 
and  the  modified  intrusion -detector  sensor  consumed  too  much  power. 

A properly  designed  ring-core  fluxgate  magnetometer  has  many  advantages. 
Including  the  power  saving  feature  of  measuring  both  the  vertical  and  horizontal 
vehicle  signal  with  a single  sensor.  The  main  deficiency  In  our  existing  design 
was  a power  demand  considerably  higher  than  desired.  This  power  requirement  Is 
partially  a design  limitation  and  partially  linked  to  the  very  low  noise  perfurmance 
of  the  sensor,  which  was  necessary  for  Its  Intrusion-detector  applications.  In  the 
SPVO  the  sensor  noise  may  be  an  order  of  magnitude  larger,  and  relaxation  of 
this  specification  allows  a re-cxaml nation  of  the  design  criteria  previously  Imposed 
on  our  fluxgate  sensor  development  efforts. 

Fluxgate  magnetometers  In  general  require  that  electrical  current  be  supplied 
periodically  to  a winding  to  magnetically  saturate  one  or  more  magnetic  cores.  The 
presence  of  an  applied  magnetic  field  such  as  earth's  field  or  the  field  of  a 
magnetic  body  like  a motorized  vehicle  Is  detected  by  an  extra  signal  produced  on 
core  windings  as  the  magnetic  material  of  the  core  cycles  In  and  out  of  saturation 
and  exhibits  non-linear  magnetic  permeability.  A certain  energy  E must  be  supplied 
In  each  cycle  to  bring  about  saturation  of  the  magnetic  material.  Material  volume 
and  other  material  parameters  as  well  as  core  geometry  and  drive  circuit  efficiency 
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control  the  magnitude  of  this  energy.  Expenditure  of  energy  E peimlts  one  sample 
of  the  ambient  magnetic  field  to  be  taken  and  a numerical  value  assigned  to  It 
through  a calibration  procedure.  This  numerical  value  varies  from  cycle  to  cycle 
because  of  fluctuations  In  the  magnetic  material  parameters  and  In  the  circuitry 
supplying  the  saturating  drive  current.  If  resamples  per  second  are  taken  and 
averaged,  a more  stable  value  for  the  field  measurement  Is  obtained  In  some 
desired  bandwidth.  For  a specified  bandwidth  and  field  measurement  stability 
(noise)  some  power  nE  must  be  continuously  expended  to  operate  the  fluxgate  magne- 
tometer. For  the  value  of  nE  to  be  a minimum  It  Is  Important  to  select  an 
appropriate  magnetic  core  and  to  optimize  drive  circuitry  efficiency  and  stability. 
It  Is  also  necessary  for  feasible  design  realization  to  provide  means  to  control 
selection  of  n and  E Independently. 

We  have  found  tnat  a simple  magnetically-coupled  pulse  generating  circuit 
(Figure  8)  Is  a stable  and  efficient  current  source  for  driving  fluxgate  magnetome- 
ters. For  low-noise  performance  this  has  always  been  operated  In  the  "flyback" 
mode,  I.e.,  the  ON  Interval,  during  which  the  core  saturates.  Is  substantially 
longer  than  the  OFF  Interval.  Experience  has  led  us  to  select  a specific  moly- 
permalloy  tape  wound  bobbin  core  as  the  magnetic  element  of  simple  fluxgate 
magnetometers.  It  appears  to  have  material  parameters  and  a geometry  yielding  a 
useful  range  of  sensitiv1ty-noise-power  consumption  combinations  as  other  circuit 
components  are  varied.  The  selection  of  this  magnetic  core  and  an  efficient  pulse 
drive  largely  fixes  E in  the  above  analysis  to  a value  of  about  one  erg.  Thus  one 
may  anticipate  that  power  reduction  can  best  be  realized  by  decreasing  ji.  This 
decrease  in  Is  acceptable  because  of  the  higher  noise  specification  of  the  SPVD 
sensor. 
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nOURC  9.  TYPICAL  BLOCKING  OSCILLATOR  CIRCUIT 
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For  a given  value  of  supply  voltage  V in  Figure  8,  the  pulse  repetition  rate 
of  the  flyback  oscillator,  and  thus  above,  is  largely  determined  by  the  inductance 
Li  of  the  winding  Ni*  The  initial  attempt  (stage  2)  to  produce  a magnetometer 
consuming  very  low  power  consisted  of  efforts  to  increase  Li.  Increasing  Li 
increases  both  the  length  of  the  ON  interval  and  the  OFF  interval  Mle  their  ratio 
retains  a similar  value.  Unfortunately  the  number  of  turns  required  for  Ni  becomes 
quite  large  and  forces  inconvenient  adjustments  elsewhere  in  the  magnetometer 
circuitry.  The  increased  winding  resistance  and  capacitance  begin  to  degrade 
oscillator  efficiency  and  stability.  It  was  clear  that  another  approach  was 
necessary  to  lower  the  repetition  rate  of  the  pulse  oscillator. 

Features  of  a driving  oscillator  that  v/ere  deemed  necessary  for  fluxgate 
magnetometer  operation  at  very  low  power  expenditure  are  (1)  a repetition  rate 
controllable  independent  of  core  winding  inductances  and  (2)  a current-ON  interval 
terminated  only  by  core  saturation.  A desirable  feature  of  the  flyback  oscillator 
of  Figure  1 is  its  automatic  achievement  of  condition  2 since  core  saturation 
generates  the  signal  initiating  turn-off.  A potential  candidate  to  replace  it  is 
the  form  of  blocking  oscillator  shown  in  Figure  9.  A blocking  oscillator  offers 
the  possibility  of  controlling  the  length  of  the  OFF  interval  independently  of  the 
magnetic  core.  But  causing  the  ON  interval  termination  to  meet  condition  2 requires 
a careful  examination  of  the  way  the  oscillator  traverses  its  cycle. 

When  current  starts  to  flow  through  Ni  in  the  circuit  of  Figure  9,  a signal 
appears  across  Ng  of  proper  polarity  to  cause  base  current  to  flow  charging  C and 
driving  the  transistor  into  the  saturation  region.  As  the  voltage  across  C 
approaches  the  voltage  developed  across  Ng*  base  current  ceases  and  the  transistor 
turns  off.  It  will  turn  on  again  after  C discharges  through  the  high  resistance 
R.  Thus  the  le  igth  of  the  OFF  Interval  is  controllable  by  the  RC  time  constant. 
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and  the  ON  Interval  length  Is  determined  by  the  duration  of  appreciable  base  current 
flow  through  C.  Core  saturation  may  participate  In  pulse  termination,  but  In  gen- 
eral It  Is  achieved  solely  through  the  base-current  "blocking"  action  of  C.  Calling 
Lg  the  Inductance  of  the  Ng  winding,  the  LgC  circuit  Is  generally  configured  to  have 
a high  Q In  a blocking  oscillator  designed  to  produce  fast  rise-time  pulses.  Within 
the  constraints  Imposed  by  magnetometer  design  It  was  found  that  appreciably  lower- 
ing the  Q of  the  LgC  circuit  would  lengthen  the  pulses  until  their  termination  could 
be  controlled  by  the  effect  of  core  saturation  on  the  signal  developed  on  Ng.  This 
was  done  by  adding  a resistor  R'  to  the  circuit  (Figure  10).  If  Is  the  collector 
current  required  In  M-j  to  saturate  the  core,  then  core  saturation  Is  possible  as 
long  as  base  current  1^^  > 1^/3.  Figure  11  shows  the  time  behavior  of  In  the  two 
cases  R'  = 0 and  R'  ^ 0 to  Indicate  how  pulse  length  can  be  Increased  until  the  de- 
clining time  rate  of  change  of  magnetic  flux  d(})/dt  In  the  core  at  saturation  can 
terminate  It.  For  a particular  minimum  base  current  the  achievable  value  of  I l£ 
dependent  on  transistor  3.  Thus  It  Is  desirable  to  select  R'  to  match  each  transistor. 

Because  R'  has  limited  control  In  lengthening  the  base  current  pulse.  It  Is 
necessary  to  keep  low  to  limit  the  time  required  for  core  saturation.  Referring 
to  Figure  10  the  circuit  values  for  the  SPVD  sensor  drive  circuit  are:  .I,!  * 400 
turns,  Ng  * 100  turns  (#36  wire),  R = 1 megohm,  R'  = 300  ohms  (selected  to  set 
average  current  at  30  microamps),  C - .01  mfd,  C =10  mfd,  and  V = 4 volts.  Both 
N,|  and  Ng  windings  are  equally  distributed  around  the  bobbin  core.  The  capacitor 
C keeps  supply  Impedance  low  so  that  core  saturation  time  Is  not  lengthened  by  this 
quantity.  The  duration  of  the  driving  pulse  Is  about  4 microseconds  and  the  repeti- 
tion frequency  about  800  Hz  with  these  circuit  values.  Specific  magnetometer  drive 
circuit  waveforms  are  shown  In  Figures  12  and  13  for  R'  = 0 and  R'  « 300  ohms. 
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FIGURE  10.  MICRO-POWER  PULSE  CIRCUIT  SUITABLE 

FOR  DRIVING  FLUXQATE  MAGNETOMETER. 
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AT  THIS  POINT 
DECREASING 

CORE  SATURATES. 


FIGURE  11.  BASE  CURRENT  DURING  ON  INTERVAL 
OF  CIRCUIT  OF  FIGURE  10  . 


30 


N««C/WOL  IVf  7»>177 


r 


lb 


■ 

■ 

1 

1 

■ 

m 

9 

9 

9 

9 

9| 

L 

II 

H 

9 

9 

9 

m 

m 

in 

9 

91 

■ 

m 

■ 

m 

■ 

9 

9 

9 

■ 

9 

■ 

■ 

■ 

m 

1 

9 

9 

9 

1/yiMc/div. 


lOnw/di*. 

R'-O 


2nwAN«> 

R'#0 


FIGURE  12.  MAGNETOMETER  TRANSISTOR  BASE  CURRENT 
(R'-0,R'#0K 
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As  In  pirior  designsi  detection  of  the  ambient  magnetic  field  dependent  signal 
Is  done  with  additional  windings  on  the  core  connected  to  a balanced  pulse-average 
difference  detector.  Figure  14  shows  how  the  difference  between  the  averaged  sig- 
nals from  windings  on  opposite  sides  of  the  ring-core  Is  measured.  The  diodes  have 
polarity  to  conduct  during  the  drive  current  OFF  period.  The  detection  circuit  Is 
operated,  In  effect,  by  the  energy  stored  In  the  magnetic  core  during  the  ON  Inter- 
val, piHiducIng  high  output  with  no  additional  power  supply. 

As  core  magnetization  collapses,  equal  signals  are  generated  In  and  N^,  for 
example,  and  being  connected  so  that  equal  signals  cancel  In  the  detection 
circuit.  If  an  external  magnetic  field  Is  present  parallel  to  the  axes  of  Nj  and 
N^,  extra  signals  appear  on  these  windings  as  the  core  permeability  changes  from 
near  unity  at  saturation  to  a high  value  at  remanence.  These  signals  are  added  In 
the  detection  circuit.  The  R C combinations  provide  running  pulse  averages  over 
times  depending  on  the  bandwidth  desired.  For  this  particular  application  R • lOOK 
and  C = 0.1  yfd  for  a 40  Hz  bandwidth  and  output  Impedance  of  - TOOK. 

Another  pair  of  windings,  Ng  and  Ng,  with  axes  perpendluclar  to  the  N^, 
axes  yields  measurement  of  the  perpendicular  magnetic  field  component  at  no  addi- 
tional expenditure  of  power.  N^,  N^,  Ng,  and  Ng  are  ZOO  turns  of  #36  wire  distri- 
buted on  90°  segments  of  the  bobbin  core.  The  circuit  produces  0.7  volts  per  oersted 
of  applied  field  with  noise  In  a 1 Hz  bandwidth  varying  from  5 to  30  gammas  over  the 
range  of  applied  fields  of  ±1  oersted  and  at  temperatures  from  -40oC  to  +70oC.  The 
spectral  amplitude  of  the  noise  Is  constant  for  frequencies  below  40  Hz.  Current 
drain  Is  30  microamperes  from  a 4 volt  supply  for  the  two  axis  magnetometer.  Prior 
similar  magnetometer  designs  have  survived  shock  equivalent  to  unretarded  air-drop. 
The  noise  amplitude  cannot  be  accounted  for  solely  by  the  decrease  In  Evidently 
the  pulse  circuit  of  Figure  10  Is  somewhat  Inferior  In  stability  to  the  circuit  of 
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FIGURE  14.  AMBIENT  MAGNETIC  FIELD  DETECTOR  {PULSE- AVERAGE  DIFFERENCE  DETECTOR). 
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Figure  8.  Several  mol y- permalloy  tape-wound  cores  are  suitable  for  the  magneto- 
meter. They  are  Infinetics,  Inc.  (Wilmington,  Delaware),  Part  No.  S625C31-HC-2074C, 
Arnold  Engineering  Company  (Marengo,  Illinois),  Part  Number  2 5538P- 500-010  and 
Magnetics,  Inc.  (Butler,  PA),  Part  Number  80656-1/20-025-1 . Each  manufacturer's 
core  and  batch  may  require  a different  range  of  values  of  R'  to  obtain  the  proper 
magnetometer  operating  point.  Changing  other  component  values  Is  unlikely,  but 
may  be  necessary  If  other  core  types  are  used. 

Figure  15  Is  a winding  diagram  for  the  complete  core.  Winding  Instructions 
are  listed  below. 

Magnetic  Core  Winding  Instructions 

1.  Wrap  cores  with  teflon  tape  (=»4  mil  thick)  or  mylar  tape  to  Insulate  the 
stainless  steel  bobbin  from  the  windings. 

2.  Put  the  windings  N^  Ng,  N^  , N^  , Ng  and  Ng  In  order,  with  N^  first. 

3.  The  winding  sense  must  be  maintained;  that  Is,  the  core  Is  not  turned  over 

during  winding  or  between  windings. 

4.  Number  36  HF  (Heavy  Formvar)  copper  magnet  wire  Is  used  on  all  windings. 

5.  Windings  are  layered  on  at  about  400  turns  per  360®  layer.  A winding  or  layer 

requiring  less  density  Is  distributed  over  the  360®  winding  space. 

6.  Numbered  tags  mark  the  beginning  and  end  of  each  winding,  the  lowest  number 
tag  for  start  of  winding  N^  to  the  highest  number  tag  marking  the  end  lead  of  wlnd- 
Ing  Ng. 

7.  There  are  six  windings  required:  the  first,  N^  ■ 400  turns  Is  distributed  around 
the  core  400  turns  per  layer  for  one  layer.  Leave  a 5- Inch  length  or  wire  on  each 
end  of  the  winding  and  on  the  starting  wire  put  tag  #1.  At  the  end  of  this  winding 
twist  the  wires  together  opposite  the  mark  on  the  core  where  the  winding  was  started, 
and  mark  with  tag  #2. 
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8.  The  second  winding  N2  ■ 100  turns  Is  started  IBO^  opposite  the  start  of 
winding  N-j . Mark  the  start  lead  (tag  13)  and  distribute  the  100  turns  evenly  360° 
and  twist  the  wires  together  at  the  end  of  this  winding.  Mark  the  lead  starting 
this  winding  with  tag  #3  and  Its  end  with  tag  #4 

9.  Ng  Is  a 200-turn  winding  distributed  evenly  over  one  quarter  (90°)  of  the  core 
on  one  quarter  of  the  side  between  the  termination  of  windings  N-j  and  N2.  Again 
mark  the  starting  lead  with  a number  tag  (#5)  and  finish  lead  with  tag  #6. 

10.  Is  another  200- turn  winding  located  on  the  other  quarter  of  the  core  In 
an  opposite  90°  segment.  Again,  mark  the  start  with  a number  tag  (#7)  and  dis- 
tribute the  wire  on  the  90°  segment.  Mark  the  end  of  this  winding  with  tag  #8. 
Winding  and  Ng  together  define  one  axis. 

11.  Ng  and  Ng  are  wound  as  and  on  the  two  remaining  90°  core  segments.  Tag 

numbers,  9,  10,  11  and  12  mark  the  start  and  finish  of  winding  Ng  and  Ng  respec- 
tively. Figure  16  Is  a schematic  diagram  of  the  optimized  SPVD  Brown  Magnetometer 
with  a photograph  of  the  sensor  In  Figure  17.  Detailed  circuit  board  layout  Is 
discussed  In  the  mechanical  section.  Figures  16  and  17  depict  two  potentiometers 
(200K)  used  on  the  magnetometer's  detection  circuits.  Since  th«2re  will  be  varia- 
tions In  core  winding  and  circuit  component  values,  the  DC  offset  with  field  can  be 
modestly  adjusted  In  this  way  without  severely  affecting  sensor  performance.  The 
dynamic  range  of  a typical  magnetometer  is  shown  In  Figure  18.  Other  sensor 
specifications  are  tabulated  In  Table  II.  Reference  7 also  describes  the  SFVD  low 
power  Brown  magnetometer  discussed  herein. 

To  evaluate  sensor  performance  a simple  test  set  up  Is  drawn  In  Figure  19. 

The  magnetic  shield  contains  Internal  Helmholtz  colls  that  are  used  to  apply  a cali- 
brated magnetic  signal  with  a current  source.  The  shield  and  colls  must  be  large 
enough  to  surround  a glass  dewar  which  houses  the  magnetometer  If  temperature 
tests  are  desired.  Hot  air  and  cold  nitrogen  gas  (from  boiling  liquid  N2)  can  be 
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Teble  11.  Low-Powtr  Tmo-AxIs  Brown  Mtgnetometer  Specifications. 

Sensitivity:  • 7 fflIcrovolts/Nanotesla*  (.7  volts/Oersted) 

Noise:  » 5 to  30  nT  p-p  (1  Hz  Bandwidth).  30  to  200  nTp-p  (DC  -*•  40  Hz)* 
Cynanic  Range:  t 1 x 10  tesla  (±  1 Oersted)* 

Linearity:  a lOS  (t  1 x 10“^  tenia)* 

Power  Consumption:  120  microwatts  9 4 volts 
Operating  Temperature:  -40®C  to  •♦■70®C  (-40®F  -*■  +158*^F) 

Size:  4.76  cm  x 2.54  cm  x 1.27  cm  (1  7/8"  x 1"  x 1/2") 

Height:  15  grams  (.53  oz) 

*Sane  for  both  x and  y axes. 
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used  to  heat  and  cool  the  sensor  under  test  while  monitoring  the  temperature  using 
a thermocouple.  The  magnetometer  output  Is  amplified  by  an  Instrumentation  ampli- 
fier (PAR-113)  and  connected  to  a strip  chart  recorder  (Sanborn  320).  Sensor  off- 
sets are  biased  out  at  the  Input  with  an  Isolated  and  stable  battery  power  supply. 
Dynamic  range  can  be  obtained  by  attaching  an  x-y  recorder  to  the  sensor  output 
varying  the  current  supplied  to  a calibrated  Helmholtz  coll  as  shown. 
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III.  SENSOR  SYSTEM  AND  ELECTRONICS  DEVELOPMENT 

The  SPVD  sensor  system  module  contains  a two  axis  Brown  magnetometer  trans- 
ducer and  signal  processing  electronics  necessary  to  meet  the  following  technical 
requirements  derived  from  the  overall  system  specifications  In  Table  I.  They  are: 

• System  Frequency  Response:  0 -►  40  Hz  (0  -*■  80  mph) 

• System  threshold  for  the  magnetometer  located  3"  to  5"  below  the  road 
surface:  » 5500  nT  vertical  field  to  produce  a vehicle  presence;  below  3000  nT 
no  vehicle  presence;  produces  a positive  output  for  a vehicle  presence. 

• Vehicle  presence  hold  time:  Internally  set  to  »15  minutes 

• Ambient  field  operating  range:  ±1x10"^  Tesla  (±1  oersted) 

• Sensor  Module  Power  Consumption:  <2mw  8 6.75v 

• Operating  Temperature:  -40®C  to  +76®C  (-40®F  to  ■»-170®F) 

• Must  have  EMI/RFI  Immunity 

The  logic  and  magnetic  detection  criteria  developed  In  the  Phase  I program^  was 
used  with  some  modifications  In  the  present  SPVD.  Shown  In  Figure  6 is  a block 
diagram  of  the  sensor  system  and  Illustrates  the  following  sensor  module  functions 
(a)  amplifies  the  magnetometer  transducer  output  signal,  (b)  automatically  nulls 
out  the  OC  offset  changes  In  the  magnetometer  caused  by  time  and  temperature  with 
a digital  nulling  loop  (DNL),  (c)  performs  vehicle  presence  logic  functions  by 
controlling  and  timing  the  ONL,  (d)  senses  the  amplitude  of  the  vertical  magnetic 
signal  and  detects  two  thresholds  (hysteresis  threshold  detector),  one  for  the 
peak  vertical  field  airplltude  and  then  a minimum  vehicle  presence  sustaining 
threshold  from  either  the  horizontal  or  vertical  axis,  and  (e)  Incorporates  logic 
which  discriminates  against  sudden  short  EMI/RFI  bursts  which  could  Increase  the 
vehicle  detector's  false  alarm  rate. 
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In  Figure  90  (Section  X)  Is  a schematic  diagram  of  the  SPVD  sensor  module. 

Refer  to  It  for  the  following  detailed  functional  circuit  description. 

The  Brown  magnetometer  has  two  200K  ohm  potentiometers  for  DC  offset  adjust- 
ment. After  the  magnetometer  Is  turned  on  for  about  five  minutes.  It  Is  put  Into 
a magnetic  shield  with  zero  magnetic  field  and  Its  outputs  (both  x and  y)  are  set 
as  close  to  zero  volts  by  adjusting  the  potentiometer  and  measuring  the  magnetometer 
output  with  a digital  voitmeter.  The  magnetometer  Is  then  connected  to  an  Input 
filter  consisting  of  two  20  KO  resistors  (either  metal  film  or  high  quality  carbon) 
and  a parallel  .03  ufd  capacitor.  This  filter  network  removes  much  of  the  magne- 
tometers drive  signal.  The  signal  Is  then  amplified  by  an  8021C  operational 
amplifier  to  the  desired  threshold  level.  The  Intersil  8021C's  were  used  In  the 
Phase  I effort  and  although  several  low  power  operational  amplifier  types  are 
adequate  (I.e.,  iiA  776,  UC  4250,  etc.)  the  8021C's  gained  our  confidence  after 
eAcensIve  temperature  tests.  They  are  used  throughout  the  SPVD.  Also  the  conmerclal 
grade  (I.e.,  8021_C)  performed  well  over  the  military  temperature  range  In  all 
tested  units  and  are  not  as  expensive. 

Since  the  magnetometer  output  voltage  is  linearity  related  to  the  measured 
ambient  magnetic  field.  In  most  cases  there  will  be  a DC  offset  In  both  horizontal 
-nc  vert,  , axes  corresponding  to  the  ambient  earth's  magnetic  field.  The  long 
vehicle  presence  time,  >15  minutes  (900  sec)  requires  that  the  magnetometer 
system  be  D^  coupled  so  that  the  vehicle's  magnetic  signature  would  not  be  changed 
by  the  aor/ampllfler  coupling  over  the  15  minute  period.  An  early  attempt 
was  made  to  develop  an  analog  nulling  loop  (ANL)  with  a storage  capacitor,  but 
because  of  the  "low"  Impedance  (70  mQ)  of  low  power  op  amps  about  5-10  minutes 
was  the  longest  obtainable  period.  Temperature  variations  also  affected  ANL  system 
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perforntnce.  If  pouter  consumption  of  extremely  high  Input  Impedance  aii|)11f1er 
decreases  to  the  microwatt  level  and  capacitor  leakage  Improved  In  next  generation 
capacitors.  It  may  be  possible  to  use  an  ANL.  For  presence  times  less  than  2 
minutes,  the  ANL  Is  adequate  and  consumes  less  power.  Is  lower  In  cost,  contains 
fewer  parts  and  could  be  used  as  a speed  sensor.  The  Digital  Nulling  Loop  (DNL) 

Is  significantly  more  complex.  Basically  It  Is  a digital  to  analog  converter 
which  senses  the  magnetometer  signal  amplifier  output  and  If  outside  specific 
limits,  develops  an  appropriate  reverse  polarity  nulling  voltage  which  Is  connected 
to  the  magnetometer  signal  amplifier's  non-inverting  Input. 

If  the  anpllfled  signal  voltage  Is  positive,  the  Comparator  (8021C  #V  of 
Figure  90)  switches  the  12  bit  counter  consisting  of  three  CD  4029  BE  4 bit 
up/down  binary  counters  to  count  down  or  provide  a positive  nulling  voltage.  A 
low  frequency  system  clock  (CO  4093)  provides  a sharp  clock  pulse  of  short  duration 
approximately  every  1.7  seconds  to  the  three  up/down  counters.  This  short  Duration 
system  clock  pulse  Is  required  In  order  to  eliminate  any  residual  offset  buildup 
which  could  occur  for  a constant  stream  of  vehicles  passing  over  the  sensor. 

The  outputs  of  the  up/down  counters  are  then  connected  to  a 12  bit  R-2R 
resistive  ladder  network  (R  - 50K)  which  produces  the  analog  output  voltage  which 
Is  scaled  and  connected  to  the  magnetometer  signal  amplifier  (OPAMP  IVII). 

For  any  change  In  DC  signal  level,  the  nulling  loop  will  attempt  to  compensate 
for  It,  until  threshold  is  reached,  at  which  time  the  system  clock  Is  Inhibited 
to  the  up/down  counters.  Instead  It  goes  to  the  CD  4040  12  stage  binary  counter 
which  counts  the  number  of  system  clock  pulses  until  the  preset  vehicle  presence 
time  Is  reached  (pin  14  * 15  min.,  pin  4 = 1.75  min.  test  position).  After  the 
15  minutes,  the  CO  4040  activates  several  CO  4066  CMOS  switches  which  speed  up 
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the  system  clock  (CD  4093)  for  a fast  DHL  rezero,  and  the  system  becomes  active 
again.  If  the  vehicle  leaves  prior  to  the  15  minutes,  the  ONL  clock  pulses  are 
restored  to  the  up-down  counters  and  It  resumes  Its  slow  nulling  of  any  ambient 
magnetic  field  or  sensor  changes  with  time  and  temperature. 

Two  digital  nulling  loops  are  required,  one  for  the  vertical  axis  and  one 
for  the  horizontal  axis.  Each  output  is  then  rectified  to  obtain  an  absolute 
value  of  signal  amplitude  (OP  AMPS  I & II)  and  then  connected  via  diodes  to  the 
hysteresis  threshold  detector.  The  threshold  detector  tlien  activates  an  anti- 
chatter circuit  which  discriminates  between  real  vehicle  detection  signals  and 
short-high  amplitude  pulses  associated  with  RFI/EMI.  One  antichatter  circuit 
output  controls  the  reset  function  for  the  CD  4040  vehicle  presence  timer  while 
the  other  output  is  the  vehicle  presence  signal  which  also  opens  the  horizontal 
signal  gate  so  that  either  a vertical  or  horizontal  signal  in  excess  of  3000  nT 
will  result  in  a vehicle  presence  signal. 

An  8 bit  DNL  was  designed,  fabricated  and  analyzed  In  the  initial  NSWC 
task  described  in  Reference  2.  The  DNL  was  expanded  to  12  bits  thereby  providing 
a larger  dynamic  range,  i.e.,  +2  oersteds  for  each  step  corresponding  to  wlOOy. 

The  remaining  signal  processing  logic  consisting  of  a signal  full  wave  rectifier, 
threshold  detector  with  hysteresis*  and  the  antichatter  circuits  which  are  fully 
described  in  Reference  1 and  only  modified  slightly  in  the  present  SPVDs. 

Several  prototype  sensor  modules  were  temperature  cycled  numerous  times. 

For  the  first  prototype  sensor  module,  temperature  data  is  tabulated  in  Table  III. 

As  is  clearly  shown,  the  threshold  level  is  quite  temperature  dependent  varying 
by  as  much  as  40%  from  one  extreme  to  the  other.  Some  effort  was  made  to  compensate 
for  this  threshold  change,  mainly  by  diode  selection  and  compensation  circuits. 
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TABLE  III 

SENSOR  NODULE  THRESHOLD  VARIATION  WITH  TEMPERATURE 

TEMPERATURE 

+25*C 
+50*C 
♦76*C 
♦25*C 
+0 

-20®C 
-30*C 
-40*C 
+25*C 


ACTIVATION  THRESHOLD 
(qaaina  ■ nanotesla) 

4400 

4000 

4000 

4400 

4900 

5800 

6100 

6400 

4400 


SUSTAINING  THRESHOLD 

2400 

2000 

2000 

2400 

2900 

3800 

4100 

4400 

2400 
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After  examining  the  magnetic  signatures  obtained  In  Reference  9 It  was  felt  that 
such  variations  could  be  tolerated  on  the  great  majority  of  vehicles  If  the  room 
temperature  threshold  value  was  lowered  to  a range  of  5000  to  6000  gamma  rather 
than  the  7000  gamma  used  In  Phase  I as  vertical  field  activation  threshold  level. 

At  temperatures  below  -lO^C.  there  will  probably  be  a higher  detection  miss  rate 
for  small  vehicles  (Volkswagon). 

The  sensor  module  Is  Isolated  from  Its  battery  power  supply  by  a diode  with 
an  R-C  filter  to  help  eliminate  any  surges  and  drops  In  system  voltage  resulting 
from  transmitter  activation.  This  RC/dlode  filter  network  prevents  free  running 
with  extremely  low  battery  voltage  and  results  In  transient  Immunity.  An  efficient 
self-starting  low  power  regulator  has  been  developed^^  which  supplies  both  4 volts 
as  a reference  voltage  and  the  magnetometer  power  supply,  and  3 volts  for  the  analog 
electronics  system  ground.  This  low  power  regulator  designed  and  optimized  by 
George  W.  Usher,  Jr. consumes  less  than  60mw  of  power  under  no-load  conditions 
and  has  a typical  9d%  eff  i^clency  for  load  currents  In  excess  of  lOOpa.  Chief 
voltage  regulator  assets  include  voltage  changes  less  than  ?%  over  the  SPVD 
temperature  range,  no  component  selection  Is  required,  self-starting,  simplicity 
and  low  cost.  An  undervoltage  sensor  which  uses  the  4 volt  reference  provides  an 
output  to  the  transmitter  encoder  module  when  the  system  voltage  Is  20X  less  than 
normal. 

The  complete  sen so};^  module  Ts  housed  In  an  aluminum  container  with  EHI  filters 

on  the  ■t-6.75v,  vehicle  presence  and  undervoltage  outputs.  The  large  aluminum 

plate  and  Isolated  r,1rcii1t  board  mounting  provides  some  thermal  Inertia  for  the 

magnetometer  thereby  eliminating  rapid  changes  In  sensor  characteristics  due  to 

r 

temperature  variations. 
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Magnetics  Surveniance  Considerations 

Characterizing  the  close-in  field  from  an  Irregularly  shaped  ferromagnetic 

motor  vehicle  Is  quite  difficult  to  model.  For  this  reason*  magnetic  fleld^'® 

2 

and  gradient  measurements  were  made  on  various  motor  vehicles  In  order  to  develop 
detection  logic.  A vehicle  may  be  considered  as  a magnetic  dipole  In  Its  far  field 
(Is  greater  than  a car  length  away)  and  typical  magnetic  hX)ment  strengths  for  an 
American-made  car  and  bus  are  2 x 10  cgs  (gauss-cm  ) and  2 x 10°  cgs  respectively. 
However,  fields  measured  near  a vehicle  require amodel  to  consider  higher  order 
moments  which  more  accurately  represent  the  magnetic  state  of  the  vehicle.  Basic- 
ally, It  Is  necessary  to  determine  (a)  the  minimum  detectable  magnetic  signal  from 
a valid  vechicle,  and  (b)  the  maximum  adjacent  lane  vehicle  magnetic  field  produced 
at  the  SPVD  location.  For  the  most  part,  this  Information  has  been  determined  ex- 
perimentally by  Reference  9.  From  that  data,  vehicle  fields  from  several  hundred 
gatmas  to  BOOOOy  (.8  oersted)  require  the  magnetic  surveillance  system  to  have  a 
very  large  dynamic  range,  i.e.,  * ±2  oersteds. 

The  ambient  magnetic  field  In  the  U.S.  varies  from  .55  Oe  to  .40  Oe  Vertical 
field  intensity  and  .14  to  .26  Oe  horizontal  field  Intensity.  However,  In  the 
roadway  environment,  steel  reinforcing  rods  may  also  add  an  additional  field  which 
may  enhance  or  attenuate  the  ambient  magnetic  field. 

In  order  to  test  the  sensor  module  for  a variety  of  magnetic  field  and  tempera- 
ture conditions,  a test  setup  shown  In  Figure  19b  Is  used.  It  consists  of  a two- 
axis  helmholtz  coll  which  may  be  positioned  Inside  a mumetal  magnetic  shield,  and  a 
sensor  module  readout  device,  in  this  case  a chart  recorder.  Each  axis  of  the  two- 
axis  helmoholtz  colls  contains  two  windings,  one  to  produce  a bias  field  to  simulate 
the  ambient  earth's  magnetic  field  while  the  other  winding  when  powered  by  a signal 
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generator  produces  the  required  vehicles  magnetic  signature.  The  sensor  module 
checkout  procedure  requires  (a)  the  SPVD  activate  for  a 6000  gamma  peak  vertical 
signal  in  an  ambient  field  of  ±.5  Oersted,  (b)  determination  that  the  horizontal 
threshold  and  gate  are  operable,  (c)  determination  of  the  minimum  threshold,  and 
(d)  determination  of  rise  and  fall  times  of  the  system  for  a vehicle  presence. 

If  a line  of  vehicles  is  traveling  at  60  mph  (88‘/sec)  and  are  separated  by 
one  car  length  (17'),  then  a single  cycle  field  of  2.58  hz  can  be  used  to  simulate 
this  situation  if  the  sum  of  the  system  rise  time  and  fall  time  is  £ .386  seconds. 

To  check  the  sensor  modules  rise  and  fall  times,  a square  wave  of  10000  gamma  is 
applied  to  the  vertical  axis  and  typically  T^.^^  = 10  msec  and  T^^^^  = 3 50  msec 
result. 

After  the  rise  and  fall  times  are  measured,  a low  frequency  (.1  Hz)  single 
cycle  10,000  gamma  peak  1/2  of  a sine  wave  magnetic  field  is  applied  to  the  verti- 
cal axis.  The  vehicle  presence  output  and  signal  generator  current  (magnetic  field 
intensity)  are  simultaneously  monitored  on  a strip  chart  recorder  and  the  activa- 
tion and  sustaining  thresholds  can  then  be  determined  by  compensating  for  the 
system  rise  and  fall  times. 

Since  the  vertical  magnetic  field  in  CONUS  may  be  quite  high  in  some  locations, 
magnetometers' vertical  axis  was  offset  somewhat  to  expand  this  axes  dynamic  range. 
Detailed  sensor  module  data  may  be  found  in  Table  XVI  Section  X. 
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IV.  TELEMETRY  LINK  ENCODER  AND  DECODER  DEVELOPMENT 
SPVP  Encoder 

The  SPVD  sensor  module  generates  three  Information  items  for  use  by  the 
roadside  control  unit.  These  are:  (1)  the  leading  edge  occurrence  of  the  Vehicle 
Presence  signal  (V.P.)  indicating  the  arrival  of  a vehicle.  (2)  each  trailing  edge 
transition  of  the  V.P.  signal  (vehicle  departing),  and  (3)  tiie  existence  of  an 
Under  Voltage  SPVD  battery  condition.  Each  of  the  items  above  are  conveyed  by  t.he 
generation  of  two  simultaneous  tones  which  are  added  together  for  transmission 
lasting  30  ms.  This  short  transmission  time  prolongs  the  operational  lifetime  of 
the  unit  to  over  a year.  Below  is  table  IV portraying  the  3 combinations  of  the 
3 tones  taken  two  at  a time  and  the  information  encoded  on  each  combination. 


TABLE  IV.  SPVD  ENCODER  TONES 


Tone  Combination 
3000  Hz.  4100  Hz 
4100  Hz,  5500  Hz 
3000  Hz.  5500  Hz 


Information 

V.P.  Leading  Edge  (LE) 

V.P.  Trailing  Edge  (TE) 

V.P.  Trailing  Edge/Under  Voltage 


The  SPVD  encoder  optimization  began  with  a review  of  the  existing  Honeywell 
Phase  I SPVO^  design  for  possible  component  reduction.  The  realization  incorporates 
SSI  CMOS  devices  for  both  control  and  tone  generation  in  the  encoder  (possibly  be- 
cause the  more  complex  MSI  CMOS  chips  were  not  available  at  that  time).  By  using  the 
CMOS  4047BE  gated-astable  multivibrators,  an  increase  in  tone  frequency  stability  and 
reliability,  in  addition  to  a reduction  package  count,  is  realized.  The  Phase  I 
sensor  module  generated  a 1ms  pulse  both  for  the  leading  edge  (L.E.)  of  the  V.P. 
signal  and  the  V.P.  trailing  edge  (T.F.);  however,  in  the  revised  encoder,  only  the 
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V.P.  output  from  the  anti chatter  circuit  and  the  U.V.  signal  are  needed  to 
adequately  direct  the  encoder. 

Two  encoder  designs  were  formulated,  each  using  three  4047  packages  to 
generate  the  3 tones.  Reiterating,  these  units  have  excellent  frequency  stability 
versus  temperature  and  battery  voltage  variations  while  dissipating  less  power  than 
discrete  CMOS  oscillators.  The  tones  generated  are  actually  square  waves  which  are 
added  and  attenuated  with  an  8021  OP-AMP.  The  two  encoder  designs  differed  in  the 
gating  and  control  logic.  The  first  approach  incorporated  a dual  monostable  multi- 
vibrator to  produce  a 30ms  pulse  (transmission  duration)  with  each  transition  of 
the  V.P.  signal.  The  second  encoder  design,  shown  in  block  diagram  form  in  Figure  20, 
which  was  selected  for  the  SPVD  production,  derives  the  30ms  pulse  by  means  of  a 
12  stage  binary  counter.  The  clock  input  of  the  counter  is  fed  by  the  oscillator 
output  (pin  13,  IC  4047BE)  of  the  4100  Hz  tone  generator.  Pin  13  outputs  a pulse 
train  which  is  twice  the  frequency  of  the  4047BE  Q outputs.  Thus  by  counting  256 
cycles  of  an  8200  Hz  signal,  a 31ms  duration  is  defined. 

This  implementation  requires  the  4100  Hz  multivibrator  be  activated  during 
every  transition  of  the  V.P.  signal;  however.  Table  IV  indicates  that  no  4100  Hz 
tone  should  exist  when  the  SPVD  unit  is  transmitting  T.E./U.V..  Fortunately, 


the  4047BE  has  an  oscillator  output  and  Q/Q  outputs  which  are  derived  by  dividing 
the  oscillator  signal  by  two.  The  As  tablets  table  gate  inputs  control  the  oscillator 
operation;  also,  the  Reset  input  clears  the  Q/Q  outputs  but  allows  the  oscillator 
to  function  under  the  direction  of  the  As table/^s table  inputs.  Therefore,  the  Q 
output  provides  the  4100  Hz  tone  that  is  summed,  along  with  the  two  other  tones, 
by  the  8021  OP-AMP. 


FIGURE  20.  SPVO  ENCODER  BLOCK  DIAGRAM. 
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A typical  sequence  of  circuit  operation  is  now  presented  assuming  a vehicle 
is  about  to  be  detected.  The  V.P.  line  goes  high  which  causes  the  dual  edge 
detector  (1/4  of  4070)  to  emit  a 10  ys  pulse  which  clears  the  4040  counter.  Qg 
output  is  now  low  gating  on  the  4100  Hz  tone  multivibrator.  The  oscillator  pulses 
(8200  Hz)  increment  the  4040  counter  until  state  256^q  (31  ms)  is  reached;  at  this 
point,  Qg  goes  high  which  inhibits  the  Middle  Tone  oscillator.  The  circuit  is  now 
again  in  an  inactive  state.  As  the  vehicle  departs,  the  V.P.  signal  goes  low 
causing  the  dual  edge  detector  to  output  a pulse  resulting  in  action  identical  to 
that  described  above. 

The  logic  that  determines  which  tone  generators  are  enabled  during  each  31  ms 
transmission  is  realized  with  a 74C157  CMOS  I.C.  The  74C157  is  a Quad  2 to  1 
Multiplexer  with  strobe  and  is  used  here  as  an  8x3  ROM.  The  3 "address"  inputs 
to  this  ROM-like  configuration  are  Qg  (31  ms),  V.P.,  and  the  U.V.  signals.  Below 
in  Table  V is  depicted  the  memory  listing  for  this  equivalent  ROM. 

TABLE  y,  74C157  8x3  MEMORY  LOGIC  LISTING 


0,  (31  m) 

Address 

V.P. 

U.V. 

5500Hz 

Tone 

Data 

4100Hz 

Tone  (Reset) 

3000Hz 

Tone 

TE 

0 

0 

0 

1 

0 

0 

TE/UV 

0 

0 

1 

1 

1 

1 

LE 

0 

1 

0 

1 

0 

0 

1 

LE/UV 

0 

1 

1 ' 

0 

0 

1 

/ 1 

0 

0 

0 

0 

0 

No  1 

1 

n 

1 

0 

0 

0 

Trans-  | 

1 

1 

0 

0 

0 

0 

mission 

1 

1 

1 

0 

0 

0 
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It  should  be  noted  that  the  4100  Hz  tone  generator  is  controlled  by  both  the  Qg 
output  of  the  4040  counter  and  output  of  the  74C157.  The  oscillator  portion 
is  functioning  as  long  as  Qg  is  low  while  a 4100  Hz  tone  is  outputed  during 
{ V.P.  • U.V.). 


As  stated  before,  the  Q outputs  of  the  three  4047BE  tone  oscillators  are 
suinned  and  attenuated  by  an  inverting  OP-AMP  configuration.  The  current-setting 
resistor  is  set  at  2.2  mfi  to  lessen  the  slew  rate  of  the  amplifier  providing 
some  reduction  in  the  higher  harmonics  of  the  summed  tones  which  are  square  waves. 
It  was  first  envisioned  that  the  OP-AMP  output  would  be  AC  coupled  to  the  modulator 
section  of  the  SPVD  FM  transmitter.  However,  it  was  decided  to  M-couple  the  two 
together  so  the  OP-AMP  not  only  provides  the  necessary  tone  modulation  but  also 
supplies  the  bias  for  the  varactor  diode  in  an  effort  to  reduce  start-up  transients 
Looking  ahead  for  a moment,  it  was  determined  that  a good  value  for  the  varac 
tor  diode  bias  was  4.2  volts  on  which  a 1.2v  p-p  baseband  signal  was  added  to  give 
the  desired  ±5  KHz  deviation  at  each  channel  frequency.  The  gain  (attenuation)  of 
the  stage  is  calculated  by  finding  the  input  conditions  which  give  the  maximum  and 
minimum  values  on  the  OP-AMP  output.  Shown  below  (Figure 21)  is  a partial  schematic 
of  this  circuit  using  lOOKfi  resistors  on  each  input  tone  signal. 

During  normal  operation  assuming  transmission  is  taking  place,  one  tone  will 
be  inhibited  (0  v)  while  the  other  two  oscillate  between  +6.7  v and  ground. 
Therefore,  the  input  conditions  which  cause  the  maximum  and  minimum  output  values 
are  both  remaining  tones  "low"  or  both  tones  "high,"  respectively.  The  output 
equation  is 

V 

V^/IOOK  + Vg/IOOK  + V3/IOOK  = - 

'^F 


AV. 

in 


lOOK 


= -A  V 


out 


57 


NSWC/MOL  TR  78-177 


Given:  ■ ±.6v 


- ±6.7v 

.6v 

Re  » X lOOK 

6.7 

Rp  n 9Kn 

Now  that  the  feedback  resistor  Is  defined  must  be  found  so  that  a no-modulation 
bias  of  4.2v  exists. 

Going  back  to  the  partial  schematic  of  the  OP-ANP  stage  (Figure  21)  when  two 
Inputs  are  low  and  one  Is  high,  the  unmodulated  bias  point  Is  obtained.  Using 
Klrchoff's  Current  Law,  the  current  equation  at  the  Inverting  Input  terminal  Is: 


6.7  - 0 - 0 - 4.2v  - 

- ^ 4.  ^ 4 ^ 4 - 

100K  100K  100K  9K 


0 


Solving  for 

« 3.78V 

Now  assuming  a voltage  divider  configuration  on  the  noninverting  terminal 
as  shown  below  (F1gure22),  the  unknown  resistance  R-j  Is  calculated. 

6.7  (51K) 

■ “ 3.78v 

51K  + R^  * 

R^  » 39K 
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The  transmitter  alignment  began  by  first  setting  the  tone  oscillators  to  the 
desired  frequencies.  A series  combination  of  two  fixed  film  resistors  and  SKn 
potentiometer  was  used  to  fine  tune  the  3 frequencies.  After  the  oscillator/ 
transmitter  were  coarsely  tuned  the  frequency  deviation  had  to  be  adjusted  to 
±5KHz.  This  was  accomplished  by  varying  the  gain  of  the  OP-AHP  slightly  and 
also  realigning  the  tuning  coll  of  the  oscillator.  It  Is  suggested  that  a 7Kft 
fixed  film  resistor  be  connected  In  series  with  a 5Kn  potentiometer  to  provide 
an  easily  adjustable  R^.  Table  VI  presents  typical  data  taken  of  the  4047BE  Multi- 
vibrators as  the  ambient  temperature  was  varied  from  -f70'*C  to  -40'*C. 


TABLE  VI.  4047  Oscillator  Temperature  Stability  Data 


Temp 

High  Tone 

Mid-Tone 

Low  Tone 

25 

5535 

4124 

3015 

70 

5506 

4092 

3023 

25 

5539 

4127 

3044 

-40 

5575 

4167 

3063 

25 

5540 

4128 

3043 

The  data 

In  Table  VI  Indicates 

that  the  worst  case 

temperature  drift  was 

about  1.95X. 

From  the  RCA  CMOS  data 

book  we  can  expect 

a 1.5X  drop  In  tone 

frequency  due  to  a battery  voltage  decrease  from  6.7v  (new)  to  5v.  The  above 
figures  Indicate  that  the  4047BE  are  quite  stable  In  frequency  leading  to  a better 
system  reliability. 

Figure  23  Is  a complete  encoder  schematic  diagram.  Note  that  this  encoder  has 
the  capability  of  controlling  two  transmitters  for  15ms  transmissions  and  was  originally 
designed  for  an  SPVD  having  two  transmitters  each  powering  two  orthogonal  loop 
antennas.  For  the  present  single  transmitter  with  the  Omnidirectional  Microstrip 
Antenna,  this  Is  not  used. 
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Tone  Recognition  and  Decoding  Logic 

Once  the  encoded  tone  Information  transmitted  from  the  SPVD  unit  Is 
demodulated  by  the  roadside  receiver*  It  Is  fed  to  an  Interface  board.  The 
purpose  of  this  circuitry  Is  to  bandpass  the  receiver  output  for  a reduction  of 
out-of-band  noise.  More  specifically*  the  Interface  circuit  consists  of  a 1 pole 
Low  Pass  filter  (break  frequency  Is  8.8  KHz)  followed  by  a 2 pole  high  pass  filter 
(break  frequency  Is  2.7  KHz).  Finally  the  signal  Is  amplified  In  a variable  gain 
OP-AMP  stage.  Because  the  Radio  Shack  receiver  (see  \*ece1ver  section)  does  not 
provide  a flat  frequency  response  in  the  vicinity  of  the  SPVD  tones  favoring  the 
lowest  tone,  the  interface  circuit  compensates  partially  for  this  by  attenuating 
lowest  tone  relative  to  the  others.  The  filtered  tone  Information  1s  adjusted  to  an 
amplitude  of  2vp-p  before  entering  the  tone  decoding  section. 

A functional  description  of  the  Tone  Recognition  and  Decoding  Logic  Is  now 
presented  and  the  corresponding  block  diagram  is  shown  In  Figure 24. 

The  flltered/ampllfled  receiver  audio  signal  Is  directed  to  three  XR567 
Phase-Locked-Loop  Tone  decoders.  Each  is  set  up  to  recognize  one  of  the  three 
tones  generated  by  the  SPVD  Encoder  unit;  the  PLL  output  goes  low  whenever  the 
Incoming  signal  contains  sufficient  spectral  energy  that  Is  within  the  detection 
band  of  the  tone  decoder.  The  output  of  the  PLL's  are  each  sent  to  a minimum 
pulse  width  discriminator  which  provides  additional  noise  inmunity.  Being  an 
"active  low"  signal*  the  tone  decoder  output  must  remain  logical  zero  for  a 
minimum  preset  time  duration  before  a valid  tone  reception  is  indicated.  Due  to 
the  nature  of  the  pulse  width  discriminator  output*  a latch  is  needed  to  store  a 
valid  tone  reception  until  the  PLL  loses  lock  on  the  tone. 

The  three  latches  control  the  decoding  logic  which  is  responsible  for 
determining  what  Information  was  transmitted  by  the  SPVD  unit  encoded  on  the 
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combination  of  valid  tone  receptions.  The  three  outputs  of  the  Decoding  Logic 
are  Vehicle  Presence  Leading  Edge,  Vehicle  Presence  Trailing  Edge  and  Trailing 
Edge/Under  Voltage.  These  three  data  lines  In  turn,  control  the  V.P.  FI  Ip-Flop (F-F) 
and  the  SPVD  Under  Voltage  F-F.  Finally  the  two  F-F  outputs  drive  the  associated 
Indicators  and  relays  via  transistor  buffers. 

Having  presented  a general  operational  description  of  the  Tone  Recognition 

and  Decoding  Logic  section,  more  specific  design  details  are  spelled  out  below. 

The  reader  may  wish  to  refer  to  the  schematic  diagram  of  this  circuitry  In 

Figure  25.  The  XR  567  Tone  decoders  are  configured  with  the  following  objectives 

In  mind:  (1)  the  transmitted  tones  exist  only  31ms  and  therefore  lock  time  must 

be  minimized  and  (2)  since  the  ambient  temperature  will  vary  widely,  a shift  In 

PLL  center  frequency  and  SPVD  Tone  frequency  must  be  tolerated.  Consequently, 

these  PLL  Tone  decoders  are  set  to  have  the  largest  detection  bandwidth  possible 

(14X)  Implying  a higher  loop  natural  frequency.  To  minimize  responses  due  to 

transient  signals,  the  quadrature  phase  detector  filter  capacitor  Is  larger  In 

value  than  usual.  The  low  pass  filter  capacitor  was  given  the  value  according 

130 

to  the  relationship  C = -2-  pF  to  minimize  lock  time.  It  was  found  that  the 

T o 

Detection  Bandwidth  Skew  worsened  by  d.c.  coupling  the  3 PLL  inputs  together  which 
explains  the  usage  of  capacitors  on  the  Inputs  of  the  tone  decoders. 

The  XR  567  PLL  Tone  Decoder  Is  designed  to  operate  over  the  military 
teiiV)erature  range;  various  temperature  cycling  tests  were  conducted  to  determine 
how  the  center  frequency  stability,  sensitivity,  and  detection  bandwidth  were 
affected  by  temperature  changes.  Sensitivity  to  input  signal  amplitude,  and 
detection  bandwidth  varied  slightly.  Best  frequency  stability  was  obtained  by 
using  200v  mylar  capacitors  In  the  timing  circuit  of  the  current  controlled 
oscillator.  Table  VII  presents  temperature  data  of  three  tone  decoders,  one 
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corresponding  to  each  of  the  SPVD  tones. 


TABLE  VII.  SPVD  DECODER  PLL  OSCILLATOR  TEMPERATURE  STABILITY 
(With  200v  Mylar  Capacitors) 


Temp.  (C”)  High  Tone  (Hz)  Middle  Tone  (Hz)  Low  Tone  (Hz) 


26 

5529 

4144 

3032 

70 

5511 

4139 

3028 

26 

5520 

4141 

3022 

-40 

5531 

4158 

3028 

26 

5522 

4141 

3023 

26 

5525 

4142 

3030 

70 

5513 

4137 

3031 

26 

5520 

4138 

3028 

-40 

5531 

4161 

3034 

26 

5521 

4142 

3028 

The  data 

above  indicate  these  tone  decoders  have  good  temperature  stability; 

in  fact. 

they  drift  in  the 

same  direction  as  the  tone  generators 

in  the  SPVD 

unit  but 

to  a lesser  amount 

for  an  equal  temperature  variation. 

To  further 

improve  frequency  stability,  the  power  supply  which  feeds  the  tone  decoders  is 
well  regulated  and  bypassed  minimizing  supply  voltage  variations  due  to  load  and 
temperature  fluctuations. 

Two  realizations  of  the  minimum  pulse  width  discriminator  were  devised.  The 
first  is  shown  schematically  in  Figure2Sand  uses  a monostable  multivibrator  to 
generate  the  minimum  time  reference  (<^10ms).  As  can  be  seen,  actually  two  one- 
shot's  are  needed  in  addition  to  a latch  (D-FF);  the  lOns  monostable  multi  vibrator  must 
provide  an  output  pulse  of  fairly  good  period  stability  over  the  operating 
temperature  extremes. 

Approach  II  which  was  selected  for  SPVD  usage,  consists  basically  of  a 7 
stage  binary  counter  whose  clock  input  is  fed  by  the  PLL  Current  Controlled 
Oscillator  (CCD)  signal  (pin  5).  The  counter  reset  input  is  controlled  by  the 
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PLL  active  low  output.  As  the  Tone  decoder  lock  time  is  specified  in  terms  of 
cycles  Instead  of  time,  it  is  actually  a function  of  Tone  decoder  frequency. 

Thus  utilization  of  a binary  counter  to  count  CCO  cycles  is  a more  realistic  and 
also  economical  means  of  determining  whether  the  PLL  has  been  locked  on  a signal 
for  a minimum  time  duration.  The  schematic  diagram  in  Figure  25  illustrates  this 
type  of  pulse  width  discriminator.  Whenever  the  Tone  decoder  locks  onto  an  input 
signal,  its  output  goes  low  removing  the  reset  condition  on  the  counter.  At  the 
occurrence  of  each  falling  edge  of  the  CCO  output,  the  counter  increments  by  one. 
Should  32|q  cycles  be  counted  a valid  tone  reception  is  assumed  to  have  occurred 
and  this  event  is  stored  by  an  R/S  Latch  (1/4  of  4043).  The  latch  is  necessary 
because  the  Qg  counter  output  will  go  low  if  more  than  63iq  cycles  are  present 
during  a continuously  locked  PLL  condition.  It  should  be  pointed  out  that  the 
lock  time  varies  randomly  according  to  the  initial  phase  difference  of  the 
incoming  tone  and  the  internally  generated  CCO  signal.  We  cannot  expect  that  with 
the  reception  of  two  simultaneous  tones,  each  corresponding  tone  decoder  to  lock 
after  the  same  number  CCO  cycles  or  remain  locked  for  an  identical  length  of  time. 

Once  the  R/S  Latch  is  set  by  the  counter  reaching  a state  of  BZ-jq,  the  Latch 
output  remains  high  until  the  PLL  loses  lock  and  its  output  goes  high.  This 
logical  1 clears  the  latch  and  also  the  counter  removing  the  valid  tone  reception 
signal  from  the  decoding  logic.  In  suimnary,  the  use  of  a binary  counter/latch 
combination  for  the  pulse  width  discriminator  eliminates  the  need  of  3 critical 
timing  circuits  and  effects  a reduction  in  package  count. 

The  valid  tone  reception  latches  feed  into  the  decoding  logic  which  determines 
what  information  if  any  is  being  received  from  the  SPVD  unit  in  the  roadway.  This 
logic  simply  consists  of  3 2-input  AND  gates  (1/4  of  4081);  the  three  outputs 
indicate  the  transmission  of  the  V.P.  Leading  Edge,  V.P.  Trailing  Edge,  and 


68 


NSMC/WOL  jn  78>I77 


V.P.  Trailing  Edge/Under  Voltage.  Table VI II presents  a truth  Ubic.  listing  all  the 
possible  valid  tone  combinations  and  the  resulting  states  of  the  Vehicle  Presence 
F-F  and  the  Under  Voltage  F-F. 


TABLE  VIII.  DECODER  LOGIC  FUNaiONS 


5500  Hz 

Valid  Tone  Reception 

4100  Hz  3000  Hz 

Resulting  States 

Intended 

Information  Vehicle  Presence  Under  Voltage 
Transmitted  F-F  F-F 

0 

0 

0 

None 

No  change 

No  change 

0 

0 

1 

None 

No  change 

No  change 

0 

1 

0 

None 

No  change 

Ho  change 

0 

1 

1 

LE 

Set  F-F 

No  change 

1 

0 

0 

None 

No  change 

No  change 

1 

0 

1 

TE/UV 

Resets  F-F 

Sets  F-F 

1 

1 

0 

TE 

Resets  F-F 

Resets  F-F 

1 

1 

1 

None 

• 

• 

*Note:  The  SPVD  unit  will  not  transmit  three  tones  simultaneously  (barring  of 
course  component  failure)  so  in  that  respect,  this  would  be  a "don't  care" 
condition.  It  is  possible,  however,  due  to  RFI,  all  three  valid  tone  signals 
could  be  active  simultaneously.  If  that  event  occurs,  the  V.P.  F-F  Is  cleared 
and  the  U.V.  F-F  is  set  and  the  final  state  of  the  F-F's  is  determined  by 
whichever  tone  is  removed  first.  The  two  remaining  tones  would  dictate  the 
states  as  described  in  the  above  Table  VIII  entries. 

The  V.P.  F-F  output  drives  two  transistor  inverting  buffers  which  energize 
the  V.P.  indicator  and  the  V.P.  relay.  Also  V.P.  BMC  connector  on  the  control 
box  provides  a CMOS  compatible  signal  for  additional  external  monitoring.  Likewise, 
the  U.V.  F-F  actuates  the  U.V.  indicator  and  U.V.  relay  via  transistor  buffers 
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«nd  also  directly  connects  to  the  U.V.  BNC  with  a CMOS  compatible  output.  The 
U.V.  relay  nay  also  be  energized  by  a low  control  box  battery  voltage  condition. 
The  voltage  sensing  circuit  Is  located  on  the  Interface  board  mentioned  earlier 
In  this  report.  (See  Receiver  Section).  Thus  control  box  connector  pins  E & F 
will  be  shorted  together  whenever  the  SPVD  battery  or  the  control  box  battery  is 
too  low  In  voltage. 

During  the  SPVD  Phase  I effort,  there  was  a very  significant  false  alarm 
problem  with  the  tone  decoder  In  urban  areas.  Therefore  extensive  tests  were 
»d#  on  the  prototype  decoder  design.  A sensitive  receiver  (AN/URR-52B  - Watkins 
Johnson  RS-lllB)  attached  to  an  outside  antenna  provided  signals  for  the  decoder 
whose  output  was  then  recorded  on  a Rustrak  strip  chart  recorder.  No  false 
alaras  were  recorded  for  the  500  hour  test  period  despite  noted  RFI/EMI,  l.c., 
occasional  voices  In  our  Naryland-Uashlngton,  DC  location. 

One  accidental  observation,  that  of  locating  the  control  box  (receiver/ 
decoder)  near  (si  50  feet)  an  electric  arc  welding  shop,  produced  a very  high 
Miss  rate  effectively  disrupting  the  telemetry  link.  Removing  the  control  box 
from  the  building  (I.e.,  100  feet)  eliminated  the  problem. 
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V.  TELEMETRY  OSCILLATOR/TRANSMITTER  DEVELOPMENT 
Introduction 

2 

The  original  SPVD  in-house  effort  was  primarily  involved  with  the  magnetic 
sensor  module  improvement  and  upgrading  of  the  tone  encoding/decoding  schemes. 

In  final  form  our  responsibilities  included  optimization  of  the  RF  section  in  the 
SPVD  unit.  Not  having  in-house  RF  designers,  attempts  were  made  to  contract 
that  portion  of  the  project  to  someone  who  would  not  have  to  spend  most  of  his 
efforts  while  on  the  learning  curve.  This  proved  futile;  however,  expert  advice 
was  obtained  from  Mr.  Philip  J.  Lizzi,  who  made  several  recommendations  regarding 
the  oscillator  and  transmitter  designs.  The  SPVD  transmitter  (RF  power  amplifier) 
is,  in  fact,  the  basic  circuit  that  he  suggested  with  a few  modifications.  It  is 
felt  that  this  SPVD  transmitter  circuitry  is  not  the  ultimate  in  RF  realizations 
but  it  is  an  improvement  over  the  previous  hardware  and  appears  to  satisfy  system 
requirements. 

The  same  general  telemetry  configuration  as  devised  by  the  Phase  I SPVD  effort 
is  employed  here.  However  to  reduce  false  detections,  vehicle  leading  edge, 
trailing  edge,  and  SPVD  battery  undervoltage  are  now  encoded  for  tranmission  by 
means  of  two  simultaneous  tones  (a  combination  of  3 tones  taken  two  at  a time). 

Again  the  radiated  signal  duration  is  30  ms.  The  tones  are  frequency  modulated 
onto  a 41  MHz  carrier  with  approximately  lOOmw  of  RF  energy  being  delivered  to 
the  antenna.  This  low  power  level  not  only  extends  battery  lifetime,  but  eliminates 
the  need  for  FCC  type  approval.  The  areas  of  probable  SPVD  improvement  were 
circuit  stability,  wider  frequency  deviation,  and  transmitter  efficiency.  Because 
the  signal  to  noise  ratio  of  an  FM  system  increases  with  larger  deviations  (requiring 
a larger  bandwidth),  the  maximum  deviation  desired  was  determined  by  the  bandwidth 
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and  deviation  acceptance  of  the  SPVD  Receiver.  The  SPVO  receiver  selected  for 
this  system  Mas  specified  as  having  an  I.F.  selectivity  of  t13  KHz  9 -6db  and  a 
modulation  acceptance  of  ±7  KHz.  AlloMing  for  center  frequency  drift  due  to 
long-term  aging,  temperature,  and  voltage  variations,  the  oscillator  deviation 
extremes  were  selected  to  be  ±5  KHz.  Frequency  stability  and  deviation  were  given 
a higher  priority  than  oscillator  energy  consumption  and  thus  no  quantitative 
efficiency  goals  were  set. 

The  use  of  the  newly -designed  single  X/4  omnidirectional  microstrip  antenna 
permitted  a markable  reduction  In  the  RF  amplifier  complexity  and  higher  circuit 
efficiencies.  Now  only  one  RF  amplifier  Is  required  and  an  additional  battery 
can  be  accomnodated  within  the  SPVO  unit  thereby  doubling  the  energy  available 
to  power  a less  efficient  oscillator/transmitter  if  necessary. 

Before  proceeding  with  an  outline  of  what  will  b«;  covered  In  this  section 
of  the  report,  the  term  oscillator  when  referring  to  a circuit  assembly  of  the 
SPVO  Is  to  be  understood  to  Include  the  modulator,  oscillator,  and  doubler 
components.  The  first  Item  to  be  discussed  will  be  SPVD  oscillator  design  and 
performance  goals.  Next  follows  a general  presentation  zi  the  two  possible 
oscillator  realizations  noting  the  advantages  and  drawbacks  to  each  In  light  of 
the  SPVD  program.  Then  the  Phase  I SPVD  oscillator  Is  analyzed  regarding  Its 
performance  characteristics.  Several  theoretical  concepts  are  reviewed  regarding 
wider-devlatlon  Voltage  Controlled  Crystal  Oscillators  (VCXO)  and,  finally,  the 
development  of  the  present  SPVD  oscillator  Is  documented. 

SPVD  Oscillator  Technical  Objectives 

The  oscillator  design  and  performance  goals  are  defined  by  the  overall  SPVD 
system  objectives  namely:  (1)  SPVD  operational  lifetime  Is  one  year,  (2)  volumetric 
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constraints  of  a cylinder  4 1/2”  In  diaaeter  and  12”  long,  (3)  wide  operating 
teaperature  range  of  -30*F  to  -•>170*F  and  (4)  low  cost  due  to  possible  wide- 
spread utilization  of  SPVO  systeas.  The  SPVD  oscillator  technical  objectives 
are  listed  below  In  a descending  order  of  priority. 

Because  of  the  nature  of  this  project,  these  goals  are  often  expressed  In 
qualitative  fora. 

1.  Oscillator  Frequency  Stability  - ±2  KHz  of  preset  channel  frequency: 
41.41  mz  or  41.37  MIz. 

2.  Frequency  Modulation  Characteristics  - 0 to  ±5  KHz  deviation 

3.  Physical  Size  - alnlaal 

4.  Power  consuaptlon  - alnlaal 

5.  Cost  - alnimal 
Frequency  Modulation  Generation 

The  generation  of  an  FM  signal  my  be  accotnpllshed  In  one  of  two  ways,  the 
direct  or  the  Indirect  aethod  of  frequency  RX)du1at1on.  Indirect  frequency  modula- 
tion Is  laplemented  by  means  of  a narrowband  phase  modulator  whose  carrier 
frequency  Is  supplied  by  a stable  source,  usually  a crystal -control led  oscillator, 
ensuring  good  stability.  The  baseband  signal  Is  Integrated  before  Its  application 
to  the  modulator  so  that  the  frequency  rather  than  the  phase  Is  proportional  to 
the  modulation.  To  Increase  the  frequency  deviation  of  the  narrowbanded  FM  signal, 
frequency  multiplication  Is  employed.  Here  the  carrier  frequency  and  frequency 
deviations  are  Increased  without  affecting  the  modulating  frequency.  Because  It 
may  be  necessary  to  have  many  stages  of  multiplication  before  the  desired  deviation 
Is  achieved,  heterodyning  Is  required  to  translate  the  spectrum  Intact  to  the 
proper  location  using  a second  crystal -control led  oscillator.  As  can  be  surmised 
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Indirect  frequency  Modulatloiv  while  providing  very  good  frequency  stability 
suffers  fron  high  cost,  coaplex  realizations  (large  size),  and  high  power 
consumption. 

The  direct  Method  of  frequency  modulation  (parameter  variation  method),  on 
the  other  hand.  Is  characterized  by  low  cost,  small  size,  and  low  power  dissipation 
at  the  expense  of  a degradation  In  frequency  stability.  Conceptually  this  type  of 
FM  generation  Is  stralghtfdrward  and  requires  nothing  more  than  a Voltage  Controlled 
Oscillator  (VCO)  whose  oscillation  frequency  has  a linear  dependence  on  an  applied 
voltage.  The  generation  of  an  RF  carrier  Is  usually  provided  by  a tuned  circuit 
oscillator.  The  frequency  of  oscillation  Is  principally  determined  by  an  Inductance- 
capacitance  combination  In  resonance  and  Is  described  by  the  relationship 


F « 


1 

2ir  /TC” 


F - frequency  of  oscillation  (Hz) 
L ■ henries 
C « farads 


If  either  the  Inductance  or  capacitance  were  to  be  made  voltage-dependent,  then  the 
frequency  of  oscillation  would  be  a function  of  voltage  (In  this  Instance,  the 
baseband  signal).  A varactor  diode  serves  as  a voltage-variable  capacitor  when 
reverse  biased  as  the  magnitude  of  the  reverse  bias  determines  the  terminal 
capacitance.  Thus  a quite  simple  and  Inexpensive  VCO  can  be  realized  using  a 
varactor  diode  as  the  variable  reactance  element.  Significant  frequency  deviations 
may  be  achieved  without  the  need  of  additional  operations  (multiplication  and 
heterodyning)  but  frequency  stability  will  be  poor. 

A quartz  crystal  resonator  when  Introduced  as  the  frequency-determining 
element  greatly  Improves  stability  of  an  oscillator  by  at  least  several  orders  of 
magnitude.  However,  frequency  modulation  of  a crystal -control led  oscillator  Is 
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difficult  and  therefore  limited  due  to  the  stable  nature  of  the  crystal.  This 
dllemna  Is  sunmarlzed  as  follows:  there  Is  a measure  of  inconsistency  In  requiring 
an  oscillator  to  have  long-term  frequency  stability  and  yet  be  able  to  respond 
readily  to  frequency  shifts  caused  by  a modulating  signal.  We  expect  therefore 
an  Inverse  relationship  exists  between  a VCO's  deviation  and  Its  long-term  stability. 
A compromise  condition  must  be  reached  whereby  an  acceptable  deviation  Is  obtained 
with  satisfactory  frequency  stability  performance. 

Due  to  the  simplistic  nature  of  direct  frequency  modulation,  the  SPVD 
oscillator  Is,  In  both  the  Phase  I SPVD  and  the  present  system,  a Voltage  Controlled 
Crystal  Oscillator  (VCXO)  Incorporating  a varactor  diode  as  the  reactance  modulator. 
The  Phase  I approach  was  characterized  by  good  frequency  stability  but  Insufficient 
deviation.  The  present  SPVD  oscillator  widens  the  deviation  extremes  with  the 
addition  of  several  components  that  alter  slightly  the  crystal  resonator  charac- 
teristics. The  frequencies  allocated  to  the  SPVD  syst<^m  are  41.41  Mhz  and  41.37  NHz 
which  requires  that  either  a fundamental  mode  crystal  be  used  followed  by  a 
frequency  doubler  or  a 3rd  overtone  crystal  oscillator  be  Incorporated  without 
subsequent  multiplication.  The  fundamental  crystal /doubler  technique  was  chosen 
for  the  SPVD  system  since  a frequency  doubler  Is  easily  realized.  It  doubles  the 
deviation,  and  provides  Isolation  between  the  oscillator  and  the  RF  amplifier. 

Also  overtone  crystal  oporatlon  does  not  permit  as  wide  a frequency  deviation  and 
generates  more  distortion  than  a fundamental  mode  crystal  oscillator. 

The  Phase  I SPVD  Oscillator 

The  Phase  I VCXO  Is  a parallel  mode  crystal  oscillator  of  the 
Colpitts  configuration  that  Is  frequency  modulated  by  means  of  varlable-cipacltance 
loading  of  the  quartz  resonator.  As  stated  before,  the  crystal  (f  « l/2fe}  Is 
operated  In  the  fundamental  ex)de  and  Is  doubled  by  the  collector  tank  circuit. 
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The  encoded  tones  control  the  reverse  bias  of  the  varactor  diode  In  series  with 
the  crystal  generating  the  desired  frequency  nodulatlon.  Reference  11  provides 
an  explanation  of  the  Colpitts  parallel  mode  crystal  oscillator.  Reference  12 
describes  the  variable-capacitance  loading  of  quartz  resonators  and  gives  the 
mathematical  derivation  that  predicts  the  frequency  pulling  range  for  such  an 
oscillator.  In  Figure  271s  shown  the  Phase  I SPVD  oscillator  and  the  equivalent 
resonator  circuit  assuming  C24  and  C25  are  large  enough  so  that  the  load  seen 
by  the  crystal  Is  almost  totally  dependent  on  the  varactor  diode  circuit. 

Table  IX  presents  the  varactor  capacitance  and  associated  crystal  load 
capacitance  for  various  varactor  diode  bias  conditions. 


TABLE  IX.  VARACTOR  DIODE  CHARACTERISTICS 


Varactor 
Rev.  Bias (volts) 

4 

5 

6 

7 

8 

Varactor  * Motorola  MV1404 
♦Trimmer  Is  set  at  9pF 


Varactor 

Cap^pF) 

Crystal 
Load  Cap 

48 

41 

30 

32 

20 

26 

15 

22 

13 

20.5 

With  6 volts  as  the  unmodulated  bias  point,  a two  volt  P-P  signal  would  create  a 
crystal  load  minimum  and  maximum  capacitance  of  22pF  and  32pF  respectively.  Thus 
the  pulling  range  (KHz)  derived  from  Equation  14  of  Reference  12  Is  shown  below: 


B (KHz) 
fo  (MHz) 
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C. 

r„  IS  — « 200  Co  ~ 5pF 

B • 2.5  KlU 

After  doubling  the  deviation  would  oe^.  2.5  KHz.  Reference  1 3 does  a computer 
analysis  of  a similar  VCXO  at  20  MHz  using  the  AC-Coded  circuit  analysis  program. 
As  the  load  capacitance  Is  varied  from  22pF  to  32pF  a frequency  deviation  of 
about  2.4  KHz  occurs;  subsequent  doubling  would  result  In  ±2.4  KHz  deviation. 

Even  though  the  analysis  approach  taken  In  Reference  12  and  Reference  13  differ, 
the  expected  deviation  of  ±2.4  KHz  Is  substantiated  by  both. 

If  the  modulation  were  Increased  to  4v  pp,  C min  and  C max  loading  on  the 
crystal  would  be  about  20.5  and  41pF  respectively.  Application  of  Equation  14 
(Reference  12)  gives  a deviation  of  4.37  KHz  which  after  doubling  becomes 
±4.37  KHz.  Reference  1 3 for  the  same  capacitive  loading  limits  on  the  crystal 
identifies  a ±5  KHz  deviation  after  doubling. 

Although  the  above  results  predict  satisfactory  deviation  performance  with 
a modulating  signal  of  4v  pp  on  the  varactor,  the  actual  SPVD  oscillator  had  much 
less  deviation.  In  the  order  of  ±500  Hz.  This  may  have  been^due  to  the  particular 
quartz  resonator  and/or  stray  and  other  circuit  capacitance  which  were  not  taken 
into  account  during  the  preceeding  theoretical  analysis.  It  was  quite  apparent 
that  another  approach  to  the  VCXO  was  needed. 

Present  SPVD  Oscillator 

Additional  research  revealed  that  a VCXO  may  be  Implemented  In  a way  which 
permits  rather  large  frequency  deviations  at  a moderate  loss  In  stability.  Having 
numerous  sonobuoys  available  and  knowing  acoustic  Information  was  frequency 
modulated.  Investigations  began  on  the  VCXO  techniques  used.  The  Spartan 
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Electronics  Corporation  AN/SSQ-57,  although  havinga  final  transmitting  frequency 
of  160  NHz,  employed  a 20  MHz  VCXO  that  was  frequency  multiplied  by  a factor  of  8. 
Closer  Inspection  revealed  the  oscillator  was  a series-tuned  Colpitts  oscillator 
using  a fundamental  mode  crystal,  a reactance  modulator  (varactor  diode),  and  a 
collector  tank  circuit  tuned  to  the  second  harmonic.  The  modulator-osclllator- 
doubler  stage  was  extracted  from  a sonobuoy  to  get  a feel  for  Its  deviation,  sta- 
bility, and  the  feasibility  of  Interfacing  It  to  the  RF  amplifier  described  later 
In  this  report.  The  oscillator  was  powered  by  the  6.7v  SPVD  battery,  and  the 
current  drain  was  about  16ma.  Very  large  deviations  were  observed  and  the  oscil- 
lator provided  sufficient  power  at  41  MHz  to  drive  the  RF  amplifier  at  a 100  mw 
level  Into  50^.  In  fact  with  everything  peaked,  200  mw  was  delivered  Into  50Q 
at  a combined  osclllator/RF  amplifier  current  of  67ma.  Several  temperature  per- 
formance tests  were  conducted  cycling  the  oscillator  from  -30®C  to  +70°C;  the 
corresponding  frequency  drift  totaled  about  6 KHz  maximum.  Later  when  the  spectrum 
analyzer  became  available.  It  was  found  that  the  tuning  procedure  used  up  to  that 
point  caused  the  oscillator  to  operate  Inamode  generating  amplitude  modulation 
of  significant  proportions.  This  led  to  poorer  frequency  stability  than  the  circuit 
Is  capable  of. 

The  Initial  VCXO  derived  from  the  sonobuoy  circuit  is  shown  schematically  in 
Figure  28.  Much  of  the  work  done  on  this  oscillator  was  experimental.  A literature 
search  surfaced  several  papers  discussing  this  type  of  VCXO.  The  basic  Colpitts 
oscillator  equivalent  circuit  is  shown  In  Figure  29  having  a collector  tank  tuned 
to  the  2nd  harmonic  of  the  oscillator.  Xj^  represents  the  series  connection  of  the 
varactor  diode  C^,  series  Inductance  Lj,  and  the  quartz  crystal  unit.  Figure  30 
demonstrates  the  effect  of  a series  reactance  element  on  a crystal  assuming  the 
reactance  of  the  capacitance  and 
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FIGURE  29.  BASIC  COLFiTTS  OSCILLATOR  CIRCUIT. 
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FIGURE  31.  CRV^iML  WITH  SERIES  REACTANCE. 
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Inductance  Is  constant  over  this  narrow  frequency  range.  Essentially  the  series 
reactance/crystal  combination  results  In  a reactance  vs  frequency  relationship 
which  Is  that  of  the  crystal  Itself  but  shifted  up  or  down  relative  to  the  X * 0 
line.  In  the  case  of  series  capacitance,  the  series  resonant  point  Is  raised 
above  the  series  resonant  frequency  of  the  crystal  alone.  The  Inductance  on  the 
other  hand,  displaces  the  series  resonant  point  away  from  the  anti -resonant 
crystal  frequency. 

Because  frequency  stability  Is  greatest  when  we  have  achieved  the  highest 

^ , the  crystal  oscillator  frequency  may  be  deviated  more  easily  as  the  circuit 

13  operated  where  the  reactance  vs  frequency  slope  Is  more  shallow.  For  the 
Colpitts  oscillator  to  function,  must  appear  Inductive  to  the  circuit  requiring 
oscillator  operation  somewhere  between  the  series  resonant  point  and  the  antl- 
resonant  point  of  the  crystal/series  reactance  combination.  As  seen  In  Figure  30, 
a series  Inductance  lowers  fs  while  ^ above  f^|^  Is  more  shallow.  In  summary,  the 

series  resonant  frequency  Is  lowered  by  the  addition  of  a series  Inductance  which 
Inc^ases  the  total  equivalent  circuit  Inductance.  Becuuse  the  reactance  vs 
frequency  curve  Is  more  shallow  In  the  vicinity  of  f^l^  , the  oscillator  frequency 

is  able  to  be  pulled  more  easily,  but  stability  suffers  proportionately. 

If  both  a voltage-controlled  capacitance  and  an  Inductance  are  connected  In 
series  with  the  crystal  as  shown  in  Figure 31,  a wide  deviation  VCXO  Is  realized. 

By  makinq  larger  than  the  resultant  resonant  frequency  is  lowered; 

as  X|^g  Is  increased  the  tuning  effect  of  the  varactor  diode  becomes  greater 

(V 

at  the  operating  point  1s  lower j.  A qualitative  measure  of  frequency 
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Instability  In  the  above  series  combination  can  be  obtained  by  comparing  the 
magnitude  of  to  the  crystal-unit  effective  Inductance. 

The  specifications  of  the  SPVD  crystal  unit  were  determined  to  be  the 
following: 

1.  Channel!:  20.690000  MHz.  Channel  2 : 20.710000  MHz 

2.  Temp.  Tolerance  -30®  to  60®C  1.003K 

3.  Calibration  Tolerance  .002SX  9 25®C 

4.  Holder  HC-32/U 

5.  Series  Mode 

The  crystal  frequency  was  specified  after  several  circuit  parameters  were 
defined.  First,  the  bias  on  the  varactor  diode  Is  made  as  large  as  possible  to 
reduce  temperature- Induced  effects  on  the  diode  capacitance.  Originally  the 
tone-summing  OP-AMP  was  AC  coupled  to  the  varactor  diode  modulator,  but  subsequently 
OC  coupling  Is  employed  to  reduce  startup  transients.  The  OP-AMP  output  Is  limited 
to  about  6v  max  (Vqq  = 6.7v)  before  saturation  occurs;  by  selecting  a center 
frequency  bias  of  about  4.5  volts,  a maximum  modulation  of  ±1.5v  Is  permitted. 

Since  the  OP-AMP  now  supplies  the  center  frequency  biasing,  the  13K  and  39K  biasing 
resistors  are  no  longer  required  In  the  circuit. 

In  an  effort  to  achieve  reasonable  linearity  of  the  frequency  modulated 
tones,  the  target  modulation  sensitivity  of  .5v/5  KHz  deviation  (9  f©)  was  chosen. 
Because  the  log-log  plot  of  varactor  reverse  bias  vs  varactor  capacitance  Is  not 
linear,  a smaller  voltage  swing  Impressed  across  the  varactor  was  assumed  would 
produce  less  nonlinearity  in  the  modulated  tones.  Series  inductor  was  increased 
until  the  desired  modulation  sensitivity  resulted;  at  this  point,  the  oscillator 
operated  5 KHz  below  the  marked  crystal  frequency.  Thus  the  specified  crystal 
frequency  became  5 KHz  higher  than  the  actual  desired  channel  frequency  (divided 
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by  2). 

The  ta«>erature  crystal  tolerance  Is  certainly  not  typical  of  a precision 
quart!  resonator  unit  since  the  temperature  drift  of  and  will  be  rather 
large  in  comparison  to  the  crystal. 

The  final  circuit  configuration  is  shown  in  Figure  32.  Parasitic  oscillations 
resonated  by  the  varactor  diode  (C^)  and  the  series  Inductance  (L^)  are  suppressed 
by  the  47  KA  resistor  shunting  L^.  To  prevent  oscillator  modingt  (circuit  operation 
at  a higher  frequency  determined  by  the  series  coll  and  the  shunt  capacity  of  the 
quartz  crystal),  the  series  combination  of  the  .02  mF  capacitor  and  the  3.9  KO 
resistor  shunts  the  crystal.  It  was  noticed  that  when  using  a wideband  receiver 
(100  KHz)  the  demodulated  tones  contained  a damped  sinusoid  following  each  first 

derivative  discontinuity  of  the  baseband  signal.  Using  fourler  analysist  lex 

modulating  waveforms  when  frequency  modulated  generate  high  sidebands;  shoulu 
sidebands  coincide  with  an  undesired  crystal  mode,  spurious  responses  occur.  Even 
though  these  higher  sidebands  exist,  they  are  Ignored  by  the  fairly  narrowband 
SPVO  receiver  eliminating  the  need  to  generate  and  sum  sinusoids  instead  of  easily 
produced  square  waves  for  the  tones. 

Numerous  attempts  were  made  to  alter  the  oscillator  configuration  for  the 
purpose  of  obtaining  higher  stability  and/or  greater  efficiency.  However,  temperature 
cycling  tests  revealed  a general  lack  of  Improvement  over  the  basic  oscillator  design. 
The  frequency  drift  characteristics  due  to  temperature  variations  are  listed  In  the 
RF  amplifier  section  of  this  report  while  the  oscillator  tuning  steps  are  described 
in  the  SPVD  Transmitter  Tuning  Procedure  section. 

Several  circuit  improvements  seem  at  least  conceptually  plausible.  After 
temperature  vs  frequency  data  is  taken  on  a number  of  units,  temperature  compensating 
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components  could  be  utilized  to  Improve  frequency stebll Ity.  For  example,  a thermis- 
tor might  be  Inserted  In  the  bias  circuit  for  the  varactor  diode,  or  capacitors 
with  certain  temperature  coefficients  could  be  used  In  the  base/emitter  circuit 
of  the  oscillator.  To  reduce  frequency  drift  due  to  battery  voltage  changes,  the 
4 volt  regulator  may  somehow  be  tied  into  the  varactor  bias  circuit.  Also,  os- 
cillator efficiency  could  see  Improvement  through  the  use  of  a field  effect  active 
element  Instead  of  the  bipolar  transistor;  however.  It  Is  anticipated  that  a high 
battery  voltage  would  be  necessary.  With  such  a device,  the  oscillator  configura- 
tion of  References  11  and  12  may  be  applied  leading  to  both  greater  frequency 
stability  and  efficiency. 

Transmitter  Design 

The  transmitter  (RF  power  amplifier)  supplied  with  the  original  SPVD  suffered 
from  temperature  Instability  and  had  a high  frequency  amplitude  modulation  super- 
imposed on  the  carrier.  Hr.  P.  J.  Lizzi,  an  FAA  engineer,  suggested  that  the  trans- 
mitter be  designed  In  accordance  with  Motorola  Application  Notes  AN-267  (Hatching 
Network  Design  with  Computer  Solution)  and  AN-282A  (Systemlzlng  RF  Power  Amplifier 
Design). Reference  14  describes  the  means  to  determine  the  large  signal  Input  and 
output  Impedance  of  the  transistor  while  Reference  13  provides  a solution  for  various 
matching  networks.  It  was  assumed  that  the  RF  Amplifier  would  be  driving  a 5011 
antenna  (the  20  production  SPVD  antennas  were  not  50n  as  originally  expected  but 
varied  from  several  ohms  to  about  30  ohms  depending  on  the  hole  environment).  A 
later  discussion  will  indicate  how  this  discrepancy  was  treated. 

The  first  parameter  needed  to  design  the  RF  amplifier  output  matching  network 
Is  the  parallel  equivalent  load  resistance  at  the  desired  power  level.  Using 
equation  2 of  Reference  14 
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L 2P 

Power  » .1  watt 
Vj,^  » 6.7  volts 
V^^(sat)  ■ 1.5  volts 

Rj^  « 1 35 


From  the  data  sheet  for  the  2N3866,  the  parallel  equivalent  output  capacitance 
Is  about  7pF. 

Using  the  formula  below,  we  convert  the  equivalent  parallel  resistance  and 
capacitance  Into  their  series  equivalents. 


1 + 


£)■ 


and  Xj  » Rg 


135 

"s  ' 

Xp  - 554 n 

\554/ 

w _ 108  • 135 

A- 

(2Tr)  (41x10®)  (7x10"^^) 


554 


Rj  = loan 


Xg  = 26. 4n 


Of  the  four  matching  networks  presented  In  Reference 13»  Network  D was 
recommended  by  Mr.  Lizzi  as  yielding  the  highest  collector  efficiency.  It  also  is 
useful  when  matching  Impedance  of  less  than  or  greater  than  50  ohms.  Figure  33 
below  Illustrates  network  D. 
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Assuming  a Q of  10,  tha  computtr  solutions  Indicate  that: 


• noon 


and  X,,  - X^,  . 


x[^  - 11260 

X^2  • 730 n 
X^^  - 430 n 

Converting  these  Impedances  to  coinponent  values,  we  have 
« 4.37  mH 
L2  » 2.83  uH 
»9pF 

Reference  13 states  that  tuning  of  the  matching  netMork  may  be  accomplished  by  using 
a variable  capacitor  for  Cl.  In  the  SPVO  units  LI,  L2,  and  Cl  are  variable  since 
several  unknowns  still  existed,  I.e.,  antenna  characteristics  and  adjustment  of 
transmitter  power.  Applying  the  coll  winding  formula  below,  LI  and  L2  were 
fabricated. 


L (uH) 


2 2 
n r 


9r  + lot 


xlO"® 


r « radius  of  winding 
n * no.  of  turns 
t * coll  length 


LI  - 5/16  dia.  form,  23T,  #28  w/o  slug  L^  * 3.3  pH 

L2  - 5/16  dia.  form,  17T,  #25  w/o  slug  Lg  »■  1.8  pH 
Cl  - variable  capacitor  4 to  24pF 
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The  Inititl  SPVO  RF  transnltter  Is  shown  schematically  In  Figure  34. 

Capacitors  C2  and  C3  AC  couple  the  oscillator  stage  to  the  RF  aepllfler  and 
the  matching  network  to  the  antenna,  respectively.  The  Sin  base  resistor  provides 
the  necessary  bias  for  proper  Class  C transistor  operation,  while  the  lOOuH  Inductor 
effectively  blocks  the  RF  drive  signal  from  being  shunted  to  ground  thru  the  51 n 
resistor.  The  lOuH  RFC  Inductor  supplies  the  DC  energy  to  the  collector  circuit 
of  the  transistor  while  preventing  the  output  RF  signal  from  being  shunted  to  AC 
ground.  Two  capacitors  are  Inserted  across  and  ground  to  Insure  good  AC 
ground  on 

The  choice  of  coupling  capacitor  C2  was  arrived  at  empirically.  First  a 
220pF  capacitor  was  used;  this  resulted  In  an  uncontrolled  AH  spurious  oscillatory 
mode.  At  SOpF  the  AH  oscillations  could  be  eliminated  and  when  the  matching  network 
was  peaked,  the  resulting  oower  was  20QtnM  8 63ma  (current  Includes  about  16ma 
for  the  osclllator/doubler)  yielding  an  efficiency  of  about  47X.  However,  adjusting 
the  matching  network  to  an  output  level  of  lOOmw,  overall  efficiency  dropped  to 
34X.  The  optimum  value  of  C2  appeared  to  be  33pF,  at  this  point  the  AH  spurious 
oscillation  was  less  of  a problem  and  at  an  output  of  lOOmw,  efficiency  was  38t. 

A value  of  25pF  resulted  In  slightly  higher  efficiency  but  at  the  expense  of 
higher  harmonic  content  at  3 and  4 timos  the  fundamental  frequency. 

As  expected  the  power  output  of  the  RF  amplifier  could  be  adjusted  by  detuning 
the  matching  network  from  the  "peaked"  condition.  Much  of  the  early  experimentation 
in  tuning  and  temperature  tests  were  conducted  without  the  use  of  a spectrum 
analyzer,  ^t  was  later  discovered  that  the  AM  spurious  oscillatory  mode  could  be 
induced  by  various  tuning  combinations.  This  degenerate  oscillation,  characterized 
by  sidebands  spaced  2 MHz  apart,  actually  increased  efficiency  and  worsened  frequency 
stability.  Most  the  early  temperature  tests  were  invalid  because  of  this  undetected 
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wioiMlly.  The  power  meter  cannot  discriminate  between  various  frequency  signals  and 
apparently  the  AM  sideband  was  adding  power  In  a manner  that  Increased  efficiency. 
Once  the  spectrum  analyzer  was  available,  the  tuning  procedure  became  one  of  getting 
maximum  efficiency  at  lOOmw  and,  at  the  same  time,  minimizing  subharmonic  and 
harmonic  content  of  the  RF  signal. 

At  this  point  In  time  the  transmitter  alone  was  temperature  cycled  to  determine 
the  effects  on  the  osclllator/doubler  due  to  changing  load  conditions  (Input  Impedance 
variations  of  the  RF  amplifier)  and  also  get  a temperature  vs  power  output  profile 
of  the  transmitter.  Table  X sunnarlzes  the  results,  where  the  current  and  efficiency 
Include  both  the  osclllator/doubler  and  transmitter  even  though  the  transmitter  was 
the  only  Item  temperature  cycled. 

TABLE  X.  SPVD  RF  AMPLIFIER  POWER  CHARACTERISTIC  VS  TEMPERATURE 


T CC) 

Power  (mw) 

Current  (ma) 

Frequency  (MHz) 

Efficiency  (X) 

17 

105 

39.5 

41.40020 

40 

60 

98 

39 

41.40020 

38 

70 

96 

39 

41.40020 

37 

-10 

94 

38 

41.40020 

37 

-30 

84 

37 

41.40020 

34 

-40 

78 

36 

41.40020 

32 

20 

104 

39 

41.40020 

40 

From  the  data  in  Table  X,  the  power  output  of  the  RF  amplifier  dropped  slightly 
as  temperature  increased  and  fell  off  more  significantly  at  lower  temperatures. 

This  is  no  cause  for  alarm  since  the  oscillator/ doubler  output  increases  below 
20“C.  It  is  worthwhile  noting  the  oscillator/doubler  frequency  was  not  pulled  due 
to  temperature  variations  in  the  RF  amplifier. 

The  trouble  began  when  the  transmitter,  tuned  for  lOOmw  into  500,  was  connected 
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to  the  SPVO  enttnne.  The  antenne  did  not  present  a 50n  load  to  the  transmitter 
as  previously  assumed.  Wien  placed  In  a dry  hole,  the  antenna  Impedance  was  about 
30n  but  It  dropped  to  several  ohms  when  submerged  In  a roadway  hole  filled  with 
water.  Once  the  transmitter  was  activated  and  the  30ms  transmission  was  complete, 
the  RF  amplifier  remained  oscillating  on  Its  own.  Because  current  consumption  was 
about  20ma.  the  SPVO  battery  would  be  discharged  In  short  order. 

The  first  efforts  In  preventing  this  self  oscillation  resulted  In  the  placement 
of  ferrite  shield  beads  In  two  locations.  One  replaced  the  lOOpH  RF  choke  In  the 
base  circuit  of  the  2N3866.  The  other  was  placed  on  the  lead  of  the  oscillator- 
transmitter  coupling  capacitor  C2.  This  did  not.  however,  eliminate  the  oscillation 
completely.  The  sustained  oscillation  Involved  the  base  circuit  of  the  2N3866 
transistor  and  Included  the  tank  components  of  the  osclllator/doubler  but  not  the 
oscillator  Itself.  Therefore  It  was  not  an  "on-channel “ signal,  but  centered  several 
megahertz  below  the  channel  frequency. 

The  elimination  of  this  problem  seemed  to  point  toward  detuning  the  2N3866 
base  circuit  when  transmission  was  not  to  occur.  A varactor  diode  has  a voltage 
dependent  capacitance  characteristic  In  which  the  greater  the  reverse-bias  on  the 
diode,  the  less  capacitance  appears  at  Its  terminals.  Thus  the  varactor  diode 
(Identical  to  the  one  used  In  the  modulator}  was  connected  from  the  switched 
line  that  powers  the  osclllator/doubler  to  the  base  lead  of  the  2N3866  transistor. 
During  the  30ms  transmission  the  varactor  diode  capacitance  Is  about  ISpF  but  with 
the  osclllator/doubler  unpowered  and  a reverse  bias  of  1 volt  the  varactor  capaci- 
tance rises  to  35pF.  With  a reverse  bias  of  .25  volts  the  capacitance  Is  at  learnt 
80pF.  Apparently,  this  additional  capacitance  during  transmitter  de 'activation 
detunes  the  base  circuit  sufficiently  to  eliminate  the  sustained  transmitter 
oscillation.  Out  of  curiosity,  the  ferrite  shield  beads  were  removed  from  the 
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circuit  leaving  Just  the  varactor  diode  In  place.  The  transmitter  did  break  Into 
the  degenerate  sustained  oscillatory  mode  Indicating  both  the  varactor  diode  and 
the  ferrite  beads  are  necessary  In  the  circuit. 

,4 

Next  on  the  agenda  was  to  determine  how  to  tune  the  matching  network  of  the 
transmitter  so  the  large  antenna  Impedance  variation  would  be  accommodated.  Also 
a moasurement  technique  was  needed  to  get  a figure  of  RF  power  reaching  the  antenna 
when  Inserted  in  various  hole  environments.  To  accomplish  the  latter,  a 5Qma  current 
meter  was  connected  In  series  with  the  SPVD  battery  to  measure  the  DC  current  drawn 
by  both  the  oscillator/ doubler  and  the  transmitter.  Next,  the  meter  was  mounted  to 
an  antenna  lid  that  was  fitted  with  a plexiglas  window.  Thus  the  current  could  be 
read  even  though  the  SPVD  unit  was  assembled  as  a watertight  package.  The  entire 
RF  section  of  the  SPVD  was  powered  for  continuous  operation. 

A dummy  antenna  was  fabricated  (details  are  In  the  SPVD  Transmitter  Tuning 
Procedure),  being  a 22"  length  of  RG-58  coaxial  cable  having  male  BNC's  at  both  ends 
and  the  capability  for  shunting  one  end  with  a fixed  resistor.  The  non-resistor 
end  was  connected  to  the  transmitter  output  lead  and  the  other  end  connected  to  a 
son  power  meter  having  a full  scale  setting  of  about  30mw.  Assuming  that  both  the 
fixed  resistor  and  the  50n  power  meter  appear  resistive  to  the  transmitter,  a 
calculation  could  be  made  to  determine  the  power  dissipated  In  the  fixed  resistor 
at  a particular  current  since  we  know  the  power  dissipated  in  the  50n  power  meter. 
Illustrated  In  Figure  351s  the  setup.  The  equation  used  to  determine  power  Into 
the  fixed  resistor  Is: 

P^  = power  dissipated  In  fixed  resistor  (unknown) 

~ power  dissipated  by  SOn  power  meter 
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Pl^l  " P2  • 50 


(:n  . D 


The  procedure  now  used  was  to  tune  up  the  transmitter  to  an  assortment  of 
fixed  resistor  values  for  lOOmw  and  then  place  the  SPVD  unit  in  both  the  “dry" 
and  "wet"  holes.  In  each  environment  the  d.c.  current  was  recorded,  the  current 
being  an  indication  of  RF  power  dissipated  by  the  antonna.  In  Table  XI  the  results 
are  summarized  as  the  resistor  was  varied  remembering  that  with  each  resistor  tried 
the  matching  network  was  tuned  for  lOOmw  at  about  40ma  on  the  bench. 

TABLE  XI.  TRANSMITTER  CURRENT  IN  ROADWAY  HOLE  ENVIRONMENTS  FOR  VARIOUS  TUNING 


CONDITIONS. 

R,  (0) 

Hole  Environment 

Current  (ma) 

[Jfy 

33 

42 

20 

10 

>50 

30 

6.8 

37 

33 

.5.6 

37 

42 

4.7 

38 

45 

3.9 

30 

>50 

2.7 

24 

>50 

From  the  data  in  Table  XI  the  best  tuning  resistance  of  R-j  was  5.60  for  a balanced 
power  dissipation. 

The  validity  of  this  tuning  approach  was  substantiated  In  the  first  severul 
SPVO  units  assembled.  Ranges  were  generally  600  to  700  feet  for  a dry  hole  environ- 
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ment  and  450  to  600  feet  witfi  the  SPVD  unit  submerged  in  water.  However,  not  all 
remaining  units  were  this  balanced  indicating  that  due  to  transmitter/antenna 
variations,  a more  personalized  tuning  technique  might  be  employed  if  sufficient 
time  and  funds  are  available.  Each  of  the  20  SPVD  units  did  exhibit  ranges  of  at 
least  500'  in  the  dry  hole  environment  meeting  the  design  goal. 

As  a final  temperature  performance  check,  an  SPVD  RF  module  was  operated  from 
+70'’C  to  -40®C  and  the  results  are  summarized  in  Table  XH. 

TABLE  XII.  RF  OSCILLATOR/TRANSMITTER  TEMPERATURE  PERFORMANCE 


Temp  (®C) 

Freq  MHz 

RF  PWR  (mw) 

Current  (ma) 

Total  Power  (mw) 

32 

41.410113 

11.1 

40 

no 

70 

41.410137 

9.6 

40 

95 

10 

41.411010 

11.5 

39.8 

114 

-15 

41.411752 

11.6 

38.9 

115 

-30 

41.412100 

11.2 

37.8 

111 

-40 

41.412240 

11.0 

36.5 

109 

28 

41.409948 

10.8 

39 

107 

In  this  test,  the  SPVD  battery  was  external  to  the  environmental  chamber  and  the 
dummy  antenna  mentioned  previously  coupled  the  transmitter  output  to  the  power 

meter  or  the  50 SI  frequency  counter. 

We  observed  .first  of  all,  the  RF  frequency  rose  slightly  as  the  temperature 
was  increased  to  +70®C;  the  power,  however,  dropped  about  14%  with  a corresponding 
drop  in  efficiency.  At  the  low  temperature  extremes,  output  power  increased 
slightly  as  efficiency  rose  also.  The  RF  frequency  gained  about  2 KHz;  this  does 
not  cause  much  concern  since  the  battery  terminal  voltage  will  drop  with  lowering 
temperature  and  the  frequency  drift  will  be  partially  cancelled. 
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Possible  areas  of  Improvement  seem  to  be  contingent  on  a higher  battery  vol tage. 
With  such  a case,  a power  FET  or  MOSFET  could  be  employed  requiring  less  Input  drive 
from  the  oscillator  section.  Also  references  16a  and  16b  present  techniques  for 
higher  efficiency  If  the  appropriate  drive  signal  could  be  generated. 

Figure  36  Is  a complete  schematic  diagram  of  the  SPVD  Osclllator/Transmitter. 
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FIGURE  36.  SPVD  OSatLATOR /TRANSMITTER  SCHEMATIC  DIAGRAM 
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SPVD  Transmitter  Tuning  Procedure 
A.  Unit  and  Setup  Preparation 

1.  Make  up  a dumn\y  antenna  cable  as  follows: 

a.  Cut  a 50(1  coaxial  cable  to  a length  of  22". 

b.  Install  a male  BNC  connector  to  one  end  of  the  cable. 

c.  To  the  other  end,  solder  a 5.6n  resistor  from  the  Inner  conductor 
to  the  shield. 

d.  Solder  a BNC  (male)  connector  across  the  5.6n  resistor. 

2.  Connect  the  dummy  antenna  (non-resistor  end)  to  the  coax  cable  of  the 
transmitter  board  using  a barrel  BNC  connector. 

3.  Couple  the  resistor  end  of  the  dummy  antenna  to  a 50(1  RF  power  meter 
which  Is  set  to  Indicate  about  30rnw  full  scale. 

4.  Remove  the  transmitter/sensor  assembly  from  the  battery  housing  so  that  the 
comprnents  on  the  transmitter  board  are  accessible. 

5.  Adjust  the  following  Inductors  to  these  initial  positions:  LI  - minimum 
Inductance  (slug  screwed  down  as  far  as  possible);  L2  - adjusted  to  about  1/3  up 
from  the  bottom  of  the  form;  L3  - minimum  Inductance;  and  L4  - maximum  inductance. 

6.  Power  up  the  SPVD  unit  as  shown  in  Figure  37  using  a mercury  battery 
Identical  to  the  batteries  of  the  SPVD. 

7.  Place  a DIP-CLIP  on  IC  4070BE  and  connect  a clip  lead  to  pin  6. 

NOTE:  An  external  battery  is  used  almost  exclusively  for  the  tuning  procedure 
because  the  actual  SPVD  battery  compartment  is  internally  fused  at  1 amp.  Thus, 
any  inadvertent  shorting  of  the  battery  will  blow  the  fuse  and  necessitate  a 15-30 
minute  fuse  replacement  endeavor. 
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8.  Monitor  the  Vehicle  Presence  (V.P.)  line  from  the  sensor  module.  If  V.P. 

Is  low  (the  sensor  has  nulled  properly)  connect  the  other  end  of  the  clip  lead  on 
pin  6 (4047BE)  to  Vjjjj(+).  However,  should  V.P.  be  high  (sensor  not  nulled)  connect 
pin  6 to  ground.  This  will  activate  two  tone  generators  and  power  up  the  transmitter 
section.  At  this  point  the  current  drain  should  be  at  least  15ma  which  Is  required 
by  the  RF  oscillator  even  If  everything  else  Is  misaligned. 

8.  Power  Output  Adjustment  (Initial) 

9.  Vary  C4  to  get  a maximum  deflection  on  the  power  meter. 

10.  Adjust  L2  to  get  highest  power  meter  Indication. 

11.  Repeat  9 and  10  until  power  will  not  Increase.  A reading  of  at  least 
llmw  should  be  observed  at  a minimum  current  of  40ma. 

12.  Slowly  Increase  the  Inductance  of  L3  and  adjust  C4  for  maximum  power 
delivered  to  the  power  meter.  The  objective  here  Is  to  obtain  a reading  of  ll.Bitw 
on  the  power  meter  with  the  largest  Inductance  value  of  L3;  the  corresponding 
current  will  be  about  40ma. 

13.  Repeat  12  until  the  objective  Is  realized.  If  In  adjusting  C',  ll.Smw  cannot 
be  obtained,  decrease  the  Inductance  of  L3  and  readjust  until  ll.Smw  Is  obtained. 

14.  Repeat  step  10. 

C.  RF  Frequency  and  Deviation  Alignment 

14.  Remove  the  ammeter  from  the  battery  circuit  and  connect  the  resistor  end 

of  the  dummy  antenna  to  a 50n  - Input  frequency  counter  capable  of  reading  at  least 
50  MHz.  The  setup  is  depicted  In  Figure  38. 

15.  Adjust  LI  until  the  proper  frequency  Is  obtained;  for  channel  1 it  Is 
41.37  MHz  and  for  channel  2,  41.41  MHz. 

16.  For  the  deviation  checkout/adjustment,  it  Is  assumed  that  V.P.  is  low; 

If  the  sensor  does  not  null  In  Its  current  position,  a temporary  Jumper  from  V.P. 
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to  ground  will  simulate  a nulled  sensor  condition.  pin  6 (4047BE)  Is  connected  j 

to  Vqq  and  the  4100  Hz  tone  oscillator,  the  5500  Hz  oscillator,  and  the  transmitter  ] 

I 

will  be  activated.  ^ 

I 

-1 

17.  The  frequency  deviation  limits  are  checked  by  Inhibiting  the  tone  oscllla-  ^ 

i 

tors  In  a particular  output  state  condition.  Table XI II summarizes  the  4 possible  i 

■4 

output  combinations  for  the  two  Inhibited  tone  oscillators  and  the  corresponding  | 

significance  of  the  combination  with  regard  to  the  modulation.  I 


XIII.  Transmitter  Output  for 

Selected  Tone  States 

Combination 

4100  Hz 

5500  Hz 

Carrier  Frequency 

Number 

Output  Q 

Output  Q 

Siqnifl cance 

1 

L 

L 

Upper  Frequency  Deviation  Limit 

2 

L 

H 

Center  Frequency 

3 

H 

L 

Center  Frequency 

4 

H 

H 

Lower  Frequency  Deviation  Limit 

Because  the  tone  generators  are  prevented  from  oscillating  the  transmitted  signal 
will  be  an  unmodulated  carrier. 

18.  To  Inhibit  a tone  oscillator,  connect  the  node  common  to  both  fixed  resistors 
In  the  timing  circuit  of  the  4047BE  to  ground.  The  output  of  the  4047  will  result 
randomly  In  a high  or  low  state.  Both  the  5500  Hz  and  4100  Hz  tone  generators  must 
be  jumpered  to  ground. 

19.  It  Is  desired  to  realize  a ±5 KHz  deviation.  That  translates  for  Channel  1 - 
to  an  upper  deviation  limit  of  41.375  MHz  and  a lower  limit  of  41.365  MHz  while 

for  Channel  2 It  Is  41.415  MHz  and  41.405  MHz  respectively. 

20.  The  frequency  deviation  Is  function  of  several  parameters:  (1)  the  bias  point 
on  the  varactor  diode,  (2)  the  amount  that  the  crystal  Is  pulled  below  Its  natural 
resonant  frequency  (the  farther  the  crystal  Is  operated  from  Its  series  resonant 
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point  the  greater  Its  sensitivity  to  frequency  modulation),  and  (3)  the  gain  of  the 
tone  sunmlng  OP-AMP  which  directly  controls  the  modulation  amplitude.  Since  a 
change  In  the  OP-AMP  gain  alters  the  bias  point  on  the  varactor  diode,  It  Is 
necessary  to  retune  LI  to  achieve  the  proper  center  frequency  after  a gain  change 
has  been  made. 

21.  Insert  a 20KO  potentiometer  (Initially  adjusted  to  about  12KO  ) between 
the  Inverting  Input  of  the  OP-AMP  (pin  2)  and  Its  output  (pin  6),  In  place  of  the 
fixed  resistor. 

22.  Apply  Step  18  to  the  4100  Hz  and  5500  Hz  oscillators  to  obtain  combination 
#2  In  Table XIII.  Now  adjust  LI  for  the  proper  center  frequency  for  that  channel. 

23.  Mpply  Step  18  to  both  of  the  above  oscillators  to  achieve  combination  No.  1 
In  Table  Xin..  There  should  be  a 5 KHz  Increase  In  RF  transmitter  frequency.  If  the 
frequency  change  Is  less  than  5 KHz,  Increase  the  pot  resistance  until  half  of  the 
frequency  deviation  deficiency  Is  eliminated. 

24.  Repeat  Step  22. 

25.  Repeat  Step  23  and  24  as  often  as  necessary  to  get  the  5 KHz  Increase  from 
the  proper  center  frequency.  As  can  be  expected  If  the  deviation  Is  too  large  the 
pot  resistance  must  be  decreased  sufficiently  to  where  23  and  24  can  be  applied. 

25.  With  the  positive  going  deviation  appropriately  adjusted,  check  the  negative 
going  deviation  limit  by  applying  step  18  to  achieve  combination  4 In  Table  XIII.  It 
should  result  In  a 5 kHz  decrease  In  transmitter  frequency.  The  frequency  deviation 
limits  will.  In  all  likelihood,  not  be  exactly  symmetrical  about  the  center  frequency 
of  the  channel.  The  20  SPVD  units  had  deviations  ranging  from  about  ±5  KHz  to 
±5.25  KHz. 

26.  Once  the  proper  frequency  deviation  is  obtained  at  the  specified  channel 
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frequency  Insert  permanently  a fixed  resistor  of  equal  value  to  the  potentiometer. 

It  Is  reconnended  that  a 7 Kn  fixed  resistor  and  a 5 Kn  potentiometer  be  used  as 
the  feed-back  element  of  the  OP-AMP  In  any  additional  SPVD  units  that  may  be  fabri- 
cated. 

27.  As  a final  check,  repeat  18  for  combinations  1,  2,  and  4 to  ensure  that  the 
fixed  resistor  Is  the  proper  value. 

D.  Adjustment  of  the  Tone  Frequencies 

28.  Connect  a frequency  counter  to  the  output  of  an  SPVD  control  box  receiver. 

29.  Remove  the  shorting  jumper  from  the  5500  Hz  oscillator  (4100  Hz  oscillator 
still  Inhibited).  Adjust  the  5K  potentiometer  associated  with  the  5500  Hz  oscillator 
until  the  frequency  counter  In  28  reads  5505  Hz. 

30.  Inhibit  the  5500  Hz  oscillator  and  remove  the  shorting  jumper  from  the 

4100  Hz  oscillator.  Adjust  Its  corresponding  pot  to  get  a tone  frequency  of  4104  Hz. 

31.  Jumper  the  Under  Voltage  (U.V.)  output  of  the  SPVD  sensor  to 

win  activate  the  lowest  tone  generator  (5500  Hz  oscillator  still  Inhibited). 

Now  adjust  the  3000  Hz  oscillator  pot  for  a tore  frequency  of  3003  Hz. 

E.  Final  Adjustment  of  Transmitter  Power 

32.  Reinsert  the  ammeter,  remove  shorting  jumpers  on  all  tone  generators,  and 
adjust  LI  for  the  proper  channel  frequency. 

33.  Disconnect  the  dummy  antenna  from  the  frequency  counter  and  connect  It  to 
the  power  meter  which  is  set  for  30mw  f.s.  The  SPVD  sensor  should  be  positioned 
so  that  the  sensor  Is  nulled  (V.P.  is  low).  After  sensor  nulling  is  complete, 
the  jumping  of  pin  6 to  Vp^  again  activates  the  tone  generators  and 
transmitter. 

34.  Maximize  power  by  adjusting  L2.  Tune  for  11.5rM  on  the  power  meter  with 
the  largest  possible  value  of  L3  by  alternately  tuning  L3  and  C4  for  maximum  power. 
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The  current  should  be  about  40ma. 

35.  Now  disconnect  the  dummy  antenna  from  the  power  meter  and  adjust  L4  for 
maximum  current  drain.  If  the  maximum  current  Is  less  than  that  of  34,  reduce 
slightly  the  Inductance  of  L3  until  that  current  level  Is  reached. 

F.  Final  Channel  Frequency  Tuning  and  System  Checkout 

In  the  following  steps,  be  extremely  careful  not  to  short  Vqq  to  ground  once 
the  SPVO  unit  Is  powered  by  Its  own  battery.  Failure  to  heed  the  above  warning 
will  result  In  a fuse  replacement  effort. 

36.  Connect  the  SPVO  power  leads  to  Its  Internal  battery  and  link  the  dunny 
antenna  to  the  frequency  counter.  Adjust  LI  for  a carrier  frequency  of  about  500 
Hz  higher  than  the  aforementioned  channel  frequencies  (900  Hz  higher  If  the  SPVO 
has  a new  Internal  battery). 

37.  Remove  the  Jumper  on  pin  6 (4070).  Connect  a pulse  generator  (0  to  6 volts 
output)  to  the  V.P.  wire*  A square  wave  of  10  Hz  Is  needed.  An  SPVO  control  box 
should  have  Its  V.P.  Indicator  alternately  flashing  at  the  same  rate. 

38.  If  an  oscilloscope  Is  externally  triggered  by  the  pulse  generator,  the 
SPVO  receiver  output  will  be  a 30ms  burst  of  two  simultaneous  tones. 

39.  Momentarily,  Jumper  the  U.V.  output  to  Vjjp(+).  The  U.  V.  Indicator  on 
the  control  box  will  flow  as  long  as  the  U.V.  Is  high. 

40.  Remove  all  temporary  wires  from  the  SPVD  sensor/transmitter  module  and 
Install  It  on  the  battery  compartment. 

41.  A O-lma  ammeter  should  be  placed  In  series  with  the  SPVD  power  leads 
and  Its  own  battery  to  determine  the  quiescent  current  drain  of  the  entire  unit. 

The  current  will  be  less  than  400yA  for  a nulled  SPVD  (2.7mw). 
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42.  Remove  the  amneter  and  Insert  the  power  leads  Into  the  battery  pos^r*.  Cover 
the  terminals  with  several  layers  of  heavy  tape  to  prevent  the  terminals  from 
shorting  against  the  ground  plane  of  the  antenna. 

43.  Disconnect  the  duiimy  antenna  and  connect  the  antenna  lead  tc  the  SPVD 
antenna. 

44.  Carefully  Insert  the  SPVD  battery/sensor  assembly  Into  the  SPVD  antenna 
housing  and  tighten  down  the  lid  with  a spanner  wrench. 
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VI.  ANTENNA  DEVELOPMENT 

Introduce,  ton 

The  object  of  the  antenna  was  to  transmit  Information  from  the  burled  SPVD  to  a 
remote  receiver  locate'i  in  the  air.  The  initial  constraints  were: 

1.  Antenna  must  be  contained  within  existing  housing  (PVC  container 
'\'37.6  cm  X 11.3  cm  O.D.)  and  be  compatible  with  batteries  and  electronics. 

2.  Antenna  must  operate  on  either/or  both  frequencies  41.37  MHz  41.41  MHz 
over  a temperature  range  -30°  to  + 77^0. 

3.  Antenna  is  to  be  fed  by  a transmitter  whose  normal  output  impedance 
is  50  (1  and  whose  peak  power  is  on  the  order  of  a few  hundred  milliwatts. 

4.  The  far  field  signal  is  to  be  omnidirectional  in  a plane  horizontal  to  the 

earth  and  of  such  amplitude  as  to  be  detectable  in  the  existing  noise  environment 

and  surface  conditions  of  the  continental  United  States. 

Ihe  Initial  approach  was  to  continue  the  reported  development  of  the  Phase  1 
SPVD^  where  two  RF  amplifiers  were  switched  to  feed  two  vertically  mounted 
ortnogonal  loop  antennas.  Vertical  mounting  of  the  loops  was  necessary  to  achieve 
a vertically  polarized  far  field  whose  ground  wave  suffers  lower  attenuation  with 
distance  than  does  horizontal  polorization.  The  two  orthogonal  loops  were  then 
necessary  to  achieve  omnidirectional  patterns  on  the  earth  surface.  A field  test 
of  the  system  at  the  FHA  Fairbanks  Research  Center  revealed  problems  with  the 
expected  range.  Instead  of  500  ft  ranges  predicted  the  output  was  barely  detectable 
at  much  smaller  ranges  with  the  SPVD  housing  on  the  surface.  A background  invastiga- 
tion  of  the  loop  ■ itenna  was  then  initiated.  The  problem  with  loops  whose  dimensions 

are  much  smaller  than  the  wavelength  that  excites  them  is  two  fold.  First  their 

efficiency  is  low  because  the  radiation  resistance  is  much  less  than  the  copper  loss. 
Secondly,  since  the  sum  of  these  two  resistances  is  also  low,  it  is  dif-Ficult  to 
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transform  power  efficiently  from  the  transmitter's  output  to  the  antenna.  In  dealing 
with  the  first  problem,  the  loops  were  made  as  large  as  the  Internal  housing  would 
allow  In  an  effort  to  maximize  the  radiation  resistance.  These  loops  were  construc- 
ted of  10  skin  depths  thick  conductor  on  epoxy  glass  laminate  P.C.  boards.  (See 
Figure  39)  The  width  of  the  conductors  was  made  wide  to  decrease  the  conductor 
loss.  Those  steps  designed  to  Increase  the  radiation  resistance  and  lower  the  losses 
thus  Increased  the  antenna  efficiency.  The  second  problem  was  attacked  by  an 
analysis  of  various  matching  networks  and  the  sensitivity  of  the  resonance  match  to 
component  changes.  VferyhIghQ  capacitors  were  purchased  to  limit  the  losses  of  the 
matching  networks.  Although  we  did  not  accurately  measure  the  efficiency  of  this 
system  an  estimate  of  <.15K  efficiency  through  a narrow  band  of  frequencies  was  the 
best  that  could  be  expected. 

The  problems  of  temperature  compensation  to  keep  the  narrow  band  of  frequencies 
at  the  operating  frequency  was  considered  when  the  problem  of  mutual  coupling  between 
the  orthogonal  loops  arose.  The  plan  was  to  operate  one  antenna  with  the  other 
detuned  and  then  reverse  the  roles,  all  this  to  eliminate  the  mutual  coupling.  In 
the  face  of  these  difficult  engineering  problems  the  decision  was  made  to  explore 
other  antenna  structures.  The  experience  with  the  orthogonal  loops  took  us  In  the 
direction  of  a single  antenna  that  provides  the  omnidirectional  vertically  polarized 
pattern.  This  would  eliminate  the  dual  output  amplifiers  in  the  transmitter  and  the 
switching  network  needed  to  get  around  the  mutual  coupling  problem. 

Since  the  vertical  whip  had  been  previously  ruled  out  because  of  serious  de- 
tuning In  the  ground  we  tried  a horizontal  loop.  The  horizontal  loop  provides  the 
omnidirectional  pattern  but  produces  a horizontally  polarized  electric  field.  This 
coupled  with  the  insufficiency  of  the  loop  to  matching  network  also  made  for  a 
j.ia-ginal  communication  system. 
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The  antenna  problem  then  becanr!^  more  precisely  defined.  What  we  needed  was  an 
antenna  that  had  the  following  properties: 

1.  Omnidirectional  pattern  in  the  plane  of  the  earth. 

2.  Vertical  polarization. 

3.  High  efficiency  when  combined  with  the  matching  network  over  a reasonable 
bandwidth. 

There  Is  such  an  antenna^^  under  development  at  NSWC/UOL  for  use  on  missiles 
at  microwave  frequencies.  The  antenna  called  the  Micropatch  was  a development  of 
the  microstrip  transmission  line  commonly  used  In  microwave  Integrated  circuits 
(MIC).  This  micropatch  antenna  Is  fabricated  opposite  the  ground  plane  of  a thin 
dielectric  substrate  and  Is  approximately  X/2  x X/2  In  dimensions.  While  this 
would  produce  an  antenna  the  size  of  3.6m  x 3.6m  at  the  SPVD  operating  frequency. 

It  had  all  of  the  other  desired  requisites.  At  microwave  frequencies  It  Is  very 
efficient  (>70!5),  produces  an  onni  pattern  with  vertical  polarization  and  can  be 
matched  directly  with  a transmission  line.  Unfortunately,  little  theory  except 
for  some  empirical  results  are  available.  Fortunately,  there  exists  a vast  array 
of  theory  concerning  the  microstrip  transmission  line.  The  reason  the  latter  seemed 
applicable  was  that  we  planned  to  change  the  X/2  x X/2  dimensions  of  the  micropatch 
antenna  to  something  like  X/2  x « X/2  making  It  look  like  a microstrip  transmission 
line  half-wave  resonator.  It  was  telt  this  long  thin  line  could  be  fit  Into  the 
SPVD  container  through  the  shortening  effects  of  high  dielectric  materials  and 
spiraling  of  the  line.  The  spiraling  seemed  reasonable  because  the  fields  of  a 
microstrip  occur  at  open  ends.  ‘Simultaneously,  some  experimental  models  were 
built  and  a theoretical  model  was  devised  to  explain  the  experimental  results.  Long 
linear  resonators  were  fabricated  and  after  probing  the  fields  associated  with  these 
It  was  evident  that  the  antenna  could  be  structured  as  a shorted  X/4  resonator  1n> 
stead  of  an  open  ended  X/2  resonator  used  In  the  micropatch.  The  structures  fit  better 
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for  the  SPVD  application  because  the  open  end  of  the  resonator  could  be  placed 
close  to  the  surface  of  the  ground  wh«ir9  radiation  would  be  directed  outward.  The 
shorted  end  facing  Into  the  earth  no  longer  radiates.  And  of  course.  It  was  1/2  the 
length  of  the  X/2  resonator.  The  first  success  of  this  approach  appeared  from 
microstrip  line  1/2"  wide  cut  from  a long  sheet  of  epoxy  fiberglass  PC  board, 
spiraled  Inside  the  PVC  cylinder  and  held  with  tape.  This  antenna  had  a vertically 
polarlired  omni-pattern,  required  no  ntatching  network  for  resonant  feed  and  seemed  to 
emit  a stronger  signal  than  the  best  of  the  previously  tried  loops.  To  decide 
what  parameters  would  optimize  bandwidth  and  efficiency  of  this  structure  the  theo- 
retical model  was  developed. 

Theory  of  Development 

The  underlying  philosophy  behind  the  following  approach  Is  that  we  are  dealing 
with  a X/4  shorted  microstrip  transmission  line  shown  In  Figure  40a  and  can  there- 
fore piece  together  relevant  parts  of  previously  developed  theories.  The  only  first 
order  effect  resulting  from  the  spiraling  of  the  transmission  line  shown  In  Figure 
40b,  is  that  the  structure  will  become  short  compared  to  X/10  and  will  be  Incapable 
of  producing  a highly  directional  pattern. 

The  microstrip  guide  wavelength  Is  given  by 

X . isLw  (1) 

9 /sj; 

where  X^^  Is  the  freespace  wavelength  and  e^,  the  effective  relative  dielectric 
constant.  Is  the  result  of  the  manier  in  which  the  field  distributes  Itself  around 
the  line.  In  terms  of  the  ordir-ary  relative  dielectric  constant,  e 


FIGURE  4a  (a)  LINEAR  SHORTED  X0/4  MICROSTRIP  RESONATOR 

to)  THE  OMA,  A CYLINDRICAL  SHORTED  XgM  MICROSTRIP  RESONATOR 
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The  filling  factor,  q,  was  lived  by  Wneeler  and  shown  to  be  a function  of  the 
strip  wld^h  (w)  and  the  dielectric  substrcte  thickness  (h).  An  analytic  expression^ 
for  the  case  of  w > h Is  given  as 


q-7 


0 + lot  ^ 


As  an  antenna  the  Xg/4  shorted  resonator  will  lose  energy  to  three  main  sinks. 
They  are  the  radiation  Into  space,  the  resistive  loss  of  the  conductive  currents  flowing  In 
the  metal  strips,  and  the  dielectric  loss  of  the  displacement  currents  through  the 
substrate.  Expressing  the  loss  factors  In  the  form  of  Q values  where  In  general 

0 • 27r  (Total  energy  stored)  ( 4 ' 

^ Energy  dissipated  per  Hertz 


The  conductor  loss  (Q^)  Is  given  by' 


1580Zo  w/F 


where  ■ characteristic  Impedance  of  microstrip  line  (n) 
fg  ■ resonant  frequency  of  the  resonator  (Hz) 
p ■ resistivity  of  the  resonator  conductor  (n-m) 

The  dielectric  loss  (Q^)  Is  given  by (20,  21,  22) 


^d  qe^tan  5 ' 

where  tan  6 • loss  tangent  of  the  dielectric  substrate.  Combining  equations  5 
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Qm  = 


1580  Z„we' 
0 r 


” 1580  Z wqe  tans  + XjeXp)*® 


0 ^ r 


O'  r 0^ 


The  radiation  from  a micrcstrip  line  has  been  discussed  by  many  authors 
and  the  radiation  Q for  a X/4  resonator  is  given  by 

' 960*  ( ^ f Fe; 


(7) 


20,  23.  24,  25 


(8) 


where 


. = 

A I 


Fe;  = 


(e;  - 1)^ 
172 


In 


e;>  + 1 
e;*®  - 1 


(9) 


Equation  9 is  rather  cumbersome  to  carry  along  and  a simple  approximation  has  been 
found  as 


Fe'  = 


(10) 


r e 


Utilizing  equation  10  in  equation  8 the  radiation  C becomes 


Qd  = 


Zo  e; 


2300Tr(^) 


T 


01) 


The  fractional  power  (22)  radiated  by  the  antenna  is  the  antenna  efficiency. 


1 


Z^qe^tarSfXoi^  ^ (e;  p)  X„' 

+ "VTAAA ‘ 


T 


(12) 


1 


"mJF 


^ 3.63  X 10^  TT  w h^ 


The  second  term  in  the  denominator  represents  the  dielectric  loss  and  the  third 
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term  is  due  to  the  resistive  loss.  Thus  if  these  terms  can  be  made  negligiblo 

compared  to  1,  the  efficiency  will  approach  100*.  The  term  is  the  character 

3fi 

istic  impedance  of  the  microstrip  line  and  is  used  in  the  form  . 


Z « IZOtJL  (fj)  (13) 

° ,«;w  [H-  1.735  (f)-.e361  yS;w(A] 

where  1 < [A]<  2 

Substituting  this  expression  into  equation  12  helps  to  reveal  the  physical  quantities 
that  effect  the  efficiency. 

1^-2  A h w aiOir  h^  w 

Efficiency  increases  with  frequency  (1/X),  thicker  dielectrics  (h),  wider  microstrip 
widths  (w),  and  lower  dielectric  constants  (e^).  It  can  also  be  seen  that  the  ratio 
of  losses  (therefore  heat)  in  the  conductors  and  the  dielectric  can  be  changed  by  frequency 
and  dielectric  thickness.  Increasing  the  efficiency  is  generally  done  at  the  expense 
of  bandwidth  which  will  now  be  considered. 


The  antenna  is  a Ag/4  resonator  whose  total  Q governs  the  bandwidth  Af. 


Qm  Q 
' Qm+Q 


Af 


(15) 


Inverting  and  substituting  for  & Qj^  yields  the  fractional  bandwidth 


Af 


1 


+ Zn  q 5!^  tan6  + 


(.16) 
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From  this  equation  It  can  be  seen  that  decreasing  the  values  of  tan  5 and  p 
(which  Increase  efficiency)  will  decrease  the  bandwidth. 

The  bandwidth  and  efficiency  are  both  functions  of  coninon  factors  making  It 
reasonable  to  Investigate  a figure  of  merit  based  on  their  product. 


Af 


X n 


^ Qr 


1 


19.2  wh^ 


1 + 1.735 


x^e; 

0 r 


(17) 


The  figure  nf  merit  Increases  as  the  square  of  the  frequency.  It  Is  also 
very  Interesting  that  this  product  depends  only  on  the  Inverse  of  the  radiation  Q 
and  Is  Independent  of  the  dielectric  loss  tangent  and  the  conductor  resistivity. 

To  get  the  most  out  of  any  design  at  a particular  frequency,  the  strip  should  be 
as  wide  as  possible,  the  dielectric  as  thick  as  possible  and  the  dielectric  constant 
as  low  as  possible.  Because  of  the  underlying  assumptions  in  the  theory,  the  width 
Is  11:j1ted  to  be  less  than  and  the  thickness  is  limited  below  a value  that 
allows  higher  order  modes  to  exist.  The  dielectric  constant,  of  course,  has  a 
lower  limit  of  air. 

In  any  design,  equation  17  should  be  considered  along  with  equation  1. 

Equation  1 allows  the  antenna  to  be  small  by  increasing  e but  from  equation  17 
this  will  simultaneously  decrease  the  figure  of  merit.  Once  these  equations  are 
compromised  within  the  bounds  of  the  design  and  the  figure  of  merit  is  maximized, 
the  bandwidth  and  efficiency  can  be  determined.  The  maximum  attainable  efficiency 

given  by  equation  14  will  then  be  determined  by  the  lowest  loss  tangent  ('\<.0001) 

-fl 

and  the  lowest  resistivity  (1.7  x 10"  n - m)  that  Is  available  In  materials. 
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Tht  corrtsponding  minimum  lUalntbla  bandwidth  Is  than  givan  by  aquation  16  or 
simply  dividing  aquation  17  by  tha  afficlaney.  If  the  raquired  bandwidth  Is 
largar  than  this  mimlnum  It  can  ba  adjustad  by  choosing  a mora  rasistiva  conductor 
or  a losslar  dialactric,  at  tha  axpensa  of  afficlaney.  Tha  purposa  of  this  pro- 
cadura  Is  to  raduca  the  Impadanca  variation  of  tha  antanna  throughout  tha  bandwidth 
thus  making  It  a more  reasonable  load  on  an  amplifier. 

The  antanna  Is  excited  by  raans  of  a coaxial  line  passed  through  tha  ground 
plane.  The  coaxial  cable  canter  conductor  Is  connected  to  tha  middle  of  tha  strip 
width  and  tha  outer  conductor  Is  connected  to  tha  microstrip  ground  plana.  At 
resonance  this  feed  point  presents  a resistive  Impadanca  to  tha  coaxial  cable. 

Tha  problem  of  finding  tha  position  along  tha  microstrip  that  presents  a 
dasirtd  Impedance  has  been  solved  for  a resonant  line.  Tha  Input  resistance 
at  a distance  d from  the  short  can  be  written  as 

"d  ■ 7 ^0  S'"* 

Antenna  Design 

The  units  of  a11  equations  are  SI  units.  At  this  point  In  the  project  there 
was  a preexisting  we11  tested  PVC  cylinder  to  house  the  sensor^  the  signal  pro- 
cessor»  amplifier  and  batteries.  The  question  became  one  of  utilizing  already 
crowded  space  In  the  Interior  of  the  existing  cylinder  or  time  to  proof  a new 
cylinder  of  different  material.  To  avoid  either  of  these  choices  the  decision 
was  made  to  utilize  the  PVC  cylinder  that  existed  as  the  dielectric  and  to  fabri- 
cate the  microstrip  on  It.  This  decision  was  based  on  expediency  and  not  on  the 
best  choice  of  materials  from  the  standpoint  of  building  the  best  antenna. 

The  PVC  tubing  (4.5  OD  x l/4"(. 0064m)  wall  thickness)  was  purchased  In  20 
foot  lengths  and  cut  to  '^14"  lengths.  Of  this,  approximately  13"  could  be  utilized  by 
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the  antenna,  the  nest  reserved  for  the  screw  on  cap  allowing  access  to  the  housed 
electronics.  Measurements  were  made  of  the  dielectric  constant  and  loss  tangent 
and  resulted  In  values  e*  ■ 2.33,  tan  6 * 0.01.  Equation  1 with  e substituted  for 

r 

e^'  yields. 

Xg  = - 4.74  1 

/2.33 

and  therefore  a quarter  wavelength  strip  Is  about  1.19m{47'').  A simple  geometric 
calculation  of  the  cylindrical  surface  Indicates  that  the  antenna  will  have  to 
spiral  approximately  3.2x  around  to  reach  the  height  of  13"  while  extending  47". 
Figure 41  Is  a photograph  of  two  prototype  antennas,  one  X/4  on  the  PVC  while  the 
other  is  a X/2  Internal  antenna.  The  distance  between  the  leading  edge  of  con- 
secutive wraps  is  3.89".  it  was  determined  empirically  that  the  antenna  operates 
well  If  the  open  space  between  consecutive  strips  Is  at  least  one-half  the  strip  width 
and  not  much  more  can  be  gained  by  trying  to  decrease  this  dimension.  The  width  (w) 
of  the  antenna  strip  was  then  fixed  at  2.5"  (.064m)  leaving  a gap  between  strips  of 
1.4"  (.036m).  Equations  3,  2 and  1 can  now  be  evaluated  as 


q»7  11  + ttWit  ’ 3 

? L (l  + TO^TJ 

» 1 + 0.854(2.33-1)  - 2.14  2 

Xg  » = 4.95  m - 1 

/rw 


The  corrected  value  of  the  antenna  length  Xg/4  Is  1.24m  (48.7"),  and  was 

accomodated  by  narrowing  the  gap  to  1.3"  (0.03m).  The  only  other  parameter  available 

•fl 

for  choice  is  the  conductor  material  resistivity.  Copper  (p«1.72  x 10  n - m)  was 
chosen  when  equation  16  revealed  that  the  bandwidth  would  be  appropriate.  The  tubes 
were  first  threaded  to  receive  the  top  cap  and  then  plated  with  0.002"  of  copper  on 
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all  sides.  The  cleaning,  sensitizing  and  plating  was  done  at  the  Harry  Diamond 
Laboratories,  Adelphi,  Maryland.  The  copper  on  the  threaded  section  of  the  tube 
was  then  removed  by  dipping  that  end  In  an  etching  solution  of  300g  FeCl2  to  a 
liter  of  water.  The  defining  of  the  antenna  strip  on  the  spiral  was  handled 
either  by  masking  and  etching  or  by  cutting  through  the  2m11  copper  with  a blade  and 
peeling  the  excess  mechanically.  Photo  processing  would  have  been  preferred  but 
limited  resources  precluded  the  development  of  cylindrical  photo  processing 
geometries. 

The  length  of  the  strip  was  deliberately  made  1/2"  longer  than  the  expected 
48.7"  length.  The  next  step  In  the  process  was  to  Insert  a 50  Ji  coaxial  feed  cable. 
To  find  the  position  of  the  cable  insertion  (the  distance  (d)  from  the  shorted  or 
bottom  of  the  antenna  strip)  equation  18  must  be  evaluated.  Since  this  requires  the 
evaluation  of  other  equations,  all  necessary  equations  will  be  calculated. 


Zo  » 


12(hr  .25 


✓2.33  2.5[1  + 1.735e^ 


■ . (!)  (^24  ^ ^ Q j * • 836'j 


» 19.9  n 


- - - - 13 


1 r 2300IT  ,. 0064x2,10  0 V nr>.r2.33l  n,  .7.24  /41 .39  x icf  x 1 .72  xlO"®xM 

TO  %80'x  .064^ 


Af 

T“  TO 


O [°' 


00264  + 0.185  + 


0.041 4|-. 


0116 


16 


Af  » 0.48  X 10°Hz 


, . .854  X 2.33**  X .01  x 7.24^  . 2.14**{1 .72  x 10'®)^  7.24 

' ^ " 19.2  x 1.24  X .00'64  x .064  210tt  x .D06'4^  x .TO 


VT 


- - -14 


TT-70.T+  15.6  " 


14 
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d = 


Xo 


360y^ 


Sin-1  >s 


j4  Zof(^ 


18 


d = 


7.24 

360/T7T7r 


’tt  X 50  .01151^ 
4 X 19.9 


0.119  m (4.69") 


18 


The  value  of  d from  equation  18  indicates  the  50  coax  should  be  placed  4.69" 
from  the  short.  After  a hole  is  drilled  and  the  coax  is  soldered  in  place  the  antenna 
is  measured  by  a network  analyzer.  A typical  Smith  chart  of  the  antenna  terminal 
impedence  is  shown  in  Figure  42.  Here  the  antenna  has  been  trimmed  to  resonate  at  the 
proper  frequency  and  the  coax  has  been  adjusted  to  provide  a proper  match.  It  can  be 
seen  from  the  points  (.5  ±J.5)  that  the  3dB  bandwidth  of  the  antenna  is  0.51  MHz. 
this  agrees  well  with  the  evaluation  of  equation  16.  The  length  of  the  trimmed 
antenna  agrees  to  within  a few  percent  of  the  calculated  lengt.i  as  does  the  position 
of  the  50  Q input.  The  only  parameter  to  be  measured  is  the  n of  equation  14.  The 
measurement  is  the  most  difficult  and  probably  the  least  accurate  of  all;  thus  two 
different  methods  were  utilized. 

28 

The  first  method  called  the  radian  sphere  method  was  developed  by  Wheeler. 

An  antenna  operating  in  free  space  can  be  modeled  as  dissipating  its  energy  in  a 
radiation  resistance  and  a loss  resistance.  If  it  is  then  surrounded  by  a conductive 
sphere  of  sufficient  size  to  allow  local  fields  to  continue  to  exist,  the  previously 
radiated  fields  will  be  reflected  and  its  associated  radiation  resistance  disappear. 
By  measuring  the  bandwidth  of  the  antenna  in  these  two  states  it  is  possible  to  sep- 
arate the  two  resistive  sinks  of  energy  and  therefore  be  able  to  compute  the 
efficiency.  The  computation  is  as  follows.  The  total  of  the  resonant  antenna  is 
modeled  as 

coL 
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FIGURE  42  SMITH  CHART  PLOT  OF  THE  SPVD  OMNIDI- 
RECTIONAL MiCROSTRIP  ANTENNA. 
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where  Rr  is  the  radiation  resistance  and  9t  is  the  loss  resistances.  The  bandwidth 
which  can  be  measured  at  the  antenna  terminals  by  a network  analyzer  is  related  to 
Qt  by 

QJ  uxL 

If  the  measurement  of  bandwidth  in  free  space  is  denoted  Af-j  and  that  within  the 
radian  sphere  denoted  Af^  then 

Afi-Af2  fo(0+R£) 

"aK  " fljL  ' WL _ Pr  , ^ 

^ fo(i?r  + Rt)  ~ Rr  + Ri  ^ * 

wC 

which  is  recognized  as  the  antenna  efficiency.  A radian  sphere  7 feet  in  diameter 
was  constructed  (see  Figure  43)  in  the  shape  of  an  icosahedron.  The  antenna  band- 
width was  measured  in  the  two  states  but  the  uncertainty  in  defining  the  3dB  points 
for  the  measurement  only  permits  putting  an  upper  bound  on  the  efficiency.  The 
factor  (Af^-Afg)  was  nearly  zero  leading  to  the  conclusion  that  the  antenna 
efficiency  was  not  greater  than  a few  percent  How  much  less  than  a few  percent  the 
efficiency  is  was  undetermined  by  this  method. 

The  second  measurement  for  efficiency  involved  field  measurements  that  were  also 
utilized  for  pattern  and  polarization  measurements.  The  antenna  was  placed  upright 
in  the  middle  of  a large  (150m  x 150m)  conducting  ground  screen.  It  was  then 
measured  to  insure  that  it  presented  a 50  n matched  impedance  at  resonance.  Upon 
exciting  the  antenna  with  a known  power  the  signal  in  the  far  field  was  detected. 

For  an  input  power  of  -12.5dBm  at  a distance  of  34.2m  it  was  typical  to  detect 
-57dBm  of  vertically  polarized  power.  The  detection  was  made  with  the  aid  of  a cali- 
brated dipole,  transmission  line  and  spectrum  analyzer,  the  gain  of  which  was  almost 
unity  at  the  operating  frequency.  Horizontal  polarized  power  was  measured  as  less 
than  -80  dBm  at  this  distance,  indicating  a predominance  of  vertically  polarized 
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signal  from  the  antenna.  The  antenna  was  then  rotated  360°  about  Icf  cylindrical 

axis  and  the  received  vertically  polarizec  power  rerained  -57  ± IdBm.  This  pattern 

In  the  horizontal  plane  parallel  to  the  earth  Is  oirni directional . The  dipole  was 

then  raised  In  a circular  arc  over  the  test  antenna  and  the  signal  power  was 

observed  to  decrease  more  or  less  continously  to  a value  of  -77  dBm  at  the  zenith. 

The  radiation  pattern  is  toroidal  from  the  field  measurements  and  resembles  a 

X/4  dipole  above  a conducting  ground  plane.  A directive  gain  of  3.3  as  assigned 

to  It  along  with  a power  gain  of  2 for  the  dipole  above  the  ground  screen.  With 

20 

these  assignments  the  Frils  transmission  formula  ' can  be  used  to  calculate  the 
efficiency.  The  Frils  transmission  formula  can  be  written  as 

^ ’^t  °t. 

Where  is  the  received  power 

W^  Is  the  transmitted  power 

G.,  Is  the  power  gain  of  the  receiver 

Is  the  directive  gain  of  the  transmitter 
Is  the  efficiency  of  the  transmitter 
r Is  the  distance  between  transmitter  and  receiver 

Transposing  and  substituting  yields 
„ _ ,4TTr,2  W».l  _ ,4u  X 34.2v2  2,00  x 10'®mW  1 

^t  • w^yj^  ■ ^ — ^772“^'^  — :^5riw — nro 

= .019 

To  this  point,  antenna  measurements  have  been  made  In  the  laboratory  or  above 
ground.  The  Insertion  of  the  antenna  In  a earthen  hole  causes  approximately  a 
-lOdB  change  In  field  strength  depending  on  the  soil  Its  moisture  content,  tempera- 
ture, depth  of  immersion,  local  inhomogeneitfes  and  aging  of  the  container  In  the 
environment.  One  could  expect  alkali,  acids  and  highly  conductive  salts  as  part 
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of  the  environment.  Many  serious  problems  remain  to  be  solved  or  Investigated  In 
this  respect.  The  antennas  were  buridd  3“  from  the  surface  In  a r^!*sonably  moist 
soil  which  produced  a measured  change  In  the  resonant  frequency  and  a change  In 
the  terminal  resistance.  The  resonance  decreased  from  40.39  by  approximately  2 MHz 
and  the  terminal  resistance  changed  from  50fi  to  approximately  15fi.  These  changes 
were  well  defined  allowing  us  to  cut  the  antenna  In  the  laboratory  at  43.38  MHz 
and  match  them  to  an  Input  of  170fi.  In  the  ground  they  then  resonate  at  the  de- 
sired frequency  of  41.39  MHz  and  present  50fi  Impedance.  Because  of  the  extra 
loss  factor  In  the  ground,  the  bandwidth  Increases  to  approximately  1.9  MHz  making 
the  precise  cutting  of  the  center  frequency  not  very  critical.  The  required  band- 
width to  accomodate  the  two  assigned  frequencies  Is  .04  MHz.  A laboratory  simula- 
tion of  the  antenna  burled  In  a hole  was  devised.  One  section  of  an  x-Band  micro- 
wave  absorber  (carbon  loaded  foam)  was  fashioned  to  fit  snuggly  around  the  antenna 
cylinder  and  adjusted  In  height  to  produce  the  desired  results.  Utilizing  the  In- 
side chamber  of  the  antenna  as  a source  or  sink  of  heat,  the  temperature  was  varied 
from  -30<’  to  +77°C  and  the  shift  In  center  frequency  and  matching  Impedence  was 
observed.  While  these  remained  within  the  limits  of  the  1.9  MHz  bandwidtii  available, 
the  test  was  not  considered  definitive  for  the  actual  environment.  In  the  environ- 
ment, soil  moisture  will  change  Its  dielectric  constant  and  loss  tangent  w-th 
temperature  especially  at  the  Ice  phase  change.  Careful  exhaustive  field  testing 
In  different  environments  over  closely  monitored  temperature  ranges  will  be  neces- 
sary to  define  and  sort  out  the  detailed  effects. 

It  should  be  pointed  out  here  that  while  P.V.C  provides  a low-cost  suitable 
container  to  house  the  SPVD  sensor  and  electronics,  It  Is  far  from  Ideal  as  an 
antenna  dielectric.  At  high  temperatures  ('vloQoC)  It  shrinks,  presumably  because 
of  plasticizer  loss.  A 35  cm  tube  becomes  34  cm.  In  the  long  term  this  effect 
may  occur  at  lower  temperatures  where  time  and  temperature  are  Interchangeable. 
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This  could  cause  problems  with  the  adhesion  of  the  electroplated  copper  that  forms 
the  antenna  conductors.  From  another  point  of  view  PVC  Is  a lossy  dielectric  re- 
lative to  a material  such  as  Teflon  or  Polystrene.  This  loss  term  dominates 
the  efficiency  which  could  by  a choice  of  a lower  loss  material  aid  In  producing  an 
order  of  magnitude  Improvement  to  the  antenna  efficiency.  Increasing  the  efficiency 
could  result  In  more  range,  higher  detection  probability  or  longer  battery  life 
time  for  the  SPVD.  A recomr.iended  material  would  be  Teflon-fiberglass  e^-x/Z.eand 
tan  6 “ 0.001. 

From  a more  optimistic  point  of  view,  field  tests  have  Indicated  the  system 
has  greater  than  the  500  foot  range  detection  capability  even  when  the  PVC  trans- 
mitting antenna  Is  tuned  far  beyond  Its  bandwidth. 

To  protect  the  outside  copper  strip  of  the  antenna  several  coatings  were  tried. 
A PVC  cement  roll -dip  was  applied  but  formed  bubbles  In  the  surface  and  was  rejected. 
Scotch-Grip  plastic  adhesive  #4693  also  produced  problems  In  providing  a smooth  con- 
tinuous coating.  The  protective  surface  that  proved  most  successful  was  two  spray 
coats  of  Grey  lOOS  DuPont  Acrylic  Lacquer  Primer-Surface  that  were  air  dried  and 
followed  wIthtWDspray  coats  of  DuPont  Imron  Polyurethane  500  S Clear  Enamel  also  air 
dried.  This  coating  was  proported  to  be  acid  andalakal  resistant  and  produces 
no  noticablo  changes  In  the  antenna  except  for  a slight  decrease  (0.1  MHz)  in  the 
resonant  frequency. 

One  final  experimental  variable  that  will  be  encountered  is  that  of  the  depth  at 
which  the  unit  is  buried  below  the  surface  and  the  asynmetry  that  may  exist  around  the 
hole.  In  general  the  magnetometer  sensor  determines  the  depth  (3")  that  the 
unit  is  to  be  burled.  For  the  majority  of  cases  tried,  th®  deeper  the  antenna  is 
burled  the  weaker  the  far  field  signal  becomes.  There  were  a few  times  when  the 
reverse  was  true,  always  In  very  moist  soil  at  temperatures  between  5°  - 10°  C. 

The  cause  that  produced  this  could  not  be  isolated. 


NSWC/WOL  TR  78-177 


Also,  If  a hole  Is  prepared  that  Is  larger  In  diameter  than  the  antenna  and  the 
antenna  Is  placed  In  the  hole  asymmetrically,  I.e,  touching  one  side  and  not  the 
other,  serious  detuning  can  result.  In  a large  hole  the  antenna  should  be  centered 
by  the  use  of  polystrene  foam  spacers  for  proper  operation. 

Summing  up  the  results  of  the  experience  gained  In  the  antenna  development  It 
Is  recommended  that  any  future  development  consider  the  following: 

1.  The  dielectric  should  be  changed  to  a material  with: 

a.  lower  losses 

b.  less  temperature  variation  of  and  tan  6 

c.  more  dimensional  stability  with  temperature 

2.  The  dielectric  wall  thickness  should  be  Increased. 

3.  The  choice  of  transmission  frequency  should  be  reviewed  In  view  of  the 
fact  that  the  figure  of  merit  Increases  with  frequency  squared. 

The  above  described  antenna  development  work  Is  also  documented  and  disclosed 
In  Reference  30. 
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Propagation  of  the  Ground  Wave 

The  electric  field  expressions  for  the  Omnidirectional  Microstrip  Antenna  (OMA) 
have  not  been  derived  and  thus  we  have  no  way  to  solve  exact  equations  for  the 
expected  field  as  a function  of  distance.  Similiar  equations  for  a vertical  half- 
wave dipole  have  been  written  which  can  lead  to  a suitable  approximation.  If  one 

takes  the  total  electric  field  expression,  which  is  a complicated  formula, and  reduces 

27 

it  for  the  case  of  low-angle  vertical-field  groundwave propagation  , the  magnitude 
can  be  written  as 


|Esul=  A volts/meter 
where  I is  the  dipole  current 

R is  the  distance  from  the  dipole  to  the  field  measurement 
A is  the  attenuation  factor  because  of  the  earth 
If  the  antenna  output  is  propagating  across  a per  fect  conductor  the  factor  A becomes 
unity.  The  remainder  of  the  equation  is  simply  the  field  strength  that  reduces  with 
distance.  The  OMA  Was  measured  as  having  a field  strength  of  -57dBm  at  34.2  m with 
-12.5  dBm  input  on  a ground  screen  which  in  terms  of  electric  field  yields. 


E = 


9.70/ 


in/50 
"R 


volts/me  ier 


where  Pin  = input  power  to  the  antenna 

If  now  the  attenuation  factor  can  be  reinserted  for  the  propagation  across  a dielec- 
tric path, then  for  the  antenna  above  ground 

l^loMA  A volts/meter 


There  is  no  known  expression  that  allows  the  calculation  to  be  made  for  a buried 
antenna.  However,  it  was  observed  that  a normal  figure  for  the  insertion  of  the 
antenna  into  the  ground  was  lOdB  power  loss.  If  we  can  then  assume  that  to  be  an 
average  ground  insertion  loss  , we  arrive  at  an 
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expression  for  the  far  field  from  the  burled  antenna  (3"  below  surface)  as 

9.7’^^n/5oo  , 


The  attenuation  factor  A can  be  approximated  by  the  empirical  formula 


A =•  2 + 0.3i: 


2 + P + 0.6P‘ 


- Sin  b/S~e-(5/8)  P 


where  P 


Cos  b 
-1  e + 1 


b tan 


. _ 18  X lO'^o 

X = — , 

» relative  dielectric  constant  pf  eartK- 
r 

o * conductivity  of  earth  In  mho/m  ' ^ 


Evaluating  two  kinds  of  earth  that  represent  the  extremes  of  conductivity 
commonly  found  1h  the  contintental  United  States  for  a range  R ■ 150m  yields  the 
limits  to  be  expected  for  field  strength.  For  mountainous  regions  where  poor  con- 
ductivity prevails  let  a * 10~^  mhO/m  and  * ^^resultlng  In  A » .065.  For  plains 

regions  where  good  conductivity  prevails, let  a *,3  x I0”^mho/m  and  e « 30  re- 

% ' 

suiting  In  (good)  A *0.14.  Going  back  to  calculate  field  strength  at  150  m.  for  an 
input  power  of  100  mW  results  In 
lc  I ^ 59.4  y volts/meter 


128  y volts/meter 


The  receivers  that  were  purchased  require  ly  volt  signal  for  20  dB  quieting, and  the 
X/4  wave  monopole  receiving  antennas  have  an  efficiency  of  approximately  10%  depen- 
ding on  how  and  where  they  are  mounted  above  ground.  Thus  even  for  the  poorest 
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ground  conditions  expected, the  conmunl cation  system  should  have  an  excess  of  20dB 
signal  capacity  available  for  shielding  and  pattern  distortion  caused  by  vehicles 
near  the  antennas. 
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VII.  TELEMETRY  RECEIVER  EVALUATION 

The  RF  telemetry  link  used  In  the  SPVO  In  a narrowband  FM  system  having  a 
modulation  Index  (B  « Af/flm)  less  than  1.57.  The  SPVD  FM  transmitter  Is  modulated 
with  the  encoded  tones  for  approximately  Af  ■ 5 KHz  frequency  deviation.  The  channel 
spacing  In  the  41  MHz  band  Is  20  KHz»  and  a receiver  which  could  provide  this 
channel  spacing  and  pass  the  10  KHz  signal  deviation  while  demodulating  the 
encoded  tones  was  sought. 

During  the  Phase  I effort^  an  FM  comnunl cations  transceiver  (E.  F.  Johnson 
Model  507)  receiver  was  used  as  the  SPVO  telemetry  receiver  In  the  30  MHz  band. 

This  double  conversion  FM  receiver  was  quite  sensitive  and  would  probably  function 
adequately  In  the  41  MHz  band,  however  Its  cost  and  size  could  not  meet  the  new 
SPVD  receiver  requirements. 

Several  domestic  manufacturers  were  contacted  and  told  of  the  SPVD  telemetry 

receiver  specifications  and  the  desire  for  a low  cost  modular  unit  which  would 

approach  the  performance  of  the  following  desired  specifications: 

Frequency  Range:  41.41,  41.37  MHz 

Type:  Double  Conversion 

Sensitivity:  .4yv  for  12db  SINAD* 

Modulation  Acceptance  Bandwidth:  ±10  KHz 

Selectivity:  ^ 65  db  (20  KHz  channel  spacing) 

Antenna  Impedance:  50 n 

Spurious  and  Image  Rejection:  ^85  db 

Intermodulation  Performance:  > 60  db 

Frequency  Stability:  ±.002%  (-30"C -►  +60"C) 

Output  Voltage:  200mv  < V,  < 12v  8 1 KfJ 

Power  Supply  Voltage:  <_  12  VDC 
Cost:  »$100 


\ 


1 

I 
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(*SINAD  sensitivity  Is  minimum  modulated  RF  signal  Input  level  required  to  produce  a 
specified  SINAO  ratio  at  a designated  audio  output  pOMer;  SINAD  Is  the  ratio  of 
audio  output  of  a receiver  (db).  equal  to  signal  noise  * distortion  to  noise 
distortion. ) 

Generally*  the  communications  manufacturers  were  Interested  In  large  orders, 
development  contracts  (I.e.*  $50K  for  20  receiver  modules  With  above  specifications), 
or  modifying  existing  receiver  designs  (specifically,  a production  military  field 
radio  at  high  cost  >$500/un1t).  Motorola  Inc.,  however,  modified  their  MINITOR 
monitor  receiver  to  operate  on  the  41.41  MHz  frequency.  The  MINITOR  Alert  Monitor 
Model  H01EAB1112-M  (Cost  $176)  uses  a 2.7  volt  mercury  battery  and  consists  of  two 
circuit  boards  neatly  packaged  In  a 4.5"  x 2.1"  x 1.3"  (11.4  x 5.8  x 3.3cm)  plastic 
case.  The  entire  double  conversion  receiver  board  was  removed  from  the  MINITOR 
housing  which  contains  the  speaker,  decoder  electronics  and  battery  compartment. 

It  was  then  placed  In  a plastic  bag  and  subject  to  receiver  performance  tests  over 

t 

the  recced  temperature  range. 

Several  scanning  receivers  operating  In  the  low  VHP  band  were  Investigated. 

The  Radio  Shack  REALISTIC  Pocket-Scan  Model  PRO-6  scanning  receiver  was  purchased 
and  evaluated  as  the  unit  most  likely  to  meet  all  SPVD  receiver  module  requirements. 
It  Is  a four  channel  scanner,  operating  In  either  the  high  or  low  VHF  band  and 
capable  of  being  manually  or  automatically  set  to  a desired  channel.  The  miniature 
receiver  Is  a dual  conversion  (10.7  MHz/455  KHz)  receiver  with  spec1fi::at1ons 
tabulated  In  Table  XIV. 

The  PRO-6  battery  compartment  was  removed.  Power,  output,  and  antr;nna 
leads  were  attached  and  the  unit  placed  In  a plastic  bag  for  performance  tests. 

The  volume  control  was  on  the  lowest  setting;  the  squelch  control  was  off  as  minimum 
attack  time  Is  required  to  permit  reception  of  the  short  encoded  RF  transmissions; 


132 


NSWC/WOL  TR  78-177 


TABLE  XIV.  SCANNING  RECEIVER  PRO-6 
SPECIFICATIONS 


CHANNELS  OF  OPERATION. 

FREQUENCY  RANGE: 
FREQUENCY  COVERAGE: 


SENSITIVITY: 

SELECTIVITY; 

MODULATION  ACCEPTANCE: 
IF.  FREQUENCY: 

FILTER: 

SQUELCH  SENSITIVITY: 
SCANNING  SPEED: 

DELAY  TIME: 

AUDIO  POWER; 

POWER  REQUIREMENTS: 


Four- -as  determined  bv  any  one  of 
4 crystals  operating  in  the  frequency 
range. 

30  to  50  MH2  and  148  — 174  MHz 

(Lo)  6 MHz  for  maximum  sensitivity 
(40  MHz  ±3  MHz) 

(HI)  8 MHz  fnr  maximum  sensitivity 
153  MHz  ±4MHz) 

Better  than  1 microvolt  for  20  dB  quieting 

±13.5  kHz,  -6  dB 
±20  kHz.  -50  dB 

± 7 kHz 

10.7  MHz  and  455  kHz 

10.7  MHz  and  455  kHz  Ceramic  Filters 

Variable  from  less  than  1 microvolt 

6 channels/second 

0.7  to  1.5  seconds 

150  milliwatts 

±6  volts  DC  (negative  ground  only) 

Current  drain:  40  to  11  mA  (no  signal/squelched, 
to  full  volume) 


SEMICONDUCTOR 

COMPLEMENT: 


SPEAKER: 

ANTENNA: 

CRYSTAL  REQUIREMENTS: 


2 Integrated  Circuits 
27  Silicon  Transistors 
17  Diodes 

4 Light  Emitting  Diodes  (LED's) 

2",  16  ohm.  Permanent  Magnet,  dynamic  type 
Built-In  wire  loop,  plus  external  whip-type  wire 
Standard  HC-25/u  3rd  overtone 


: ! 
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and  the  desired  channel  was  manually  selected. 

Beth  the  Motorola  and  Radio  Shack  receiver  modules  were  evaluated  over  the 
desired  -40'’C  to  +75°C  temperature  range  by  using  a stable  RF  signal  generator 
outside  of  the  temperature  chamber.  Both  units  performed  adequately,  but  a DC 
voltage  offset  and  signal  clipping  was  observed  on  the  MINITOR  receiver  at  low 
temperatures. 

After  two  more  temperature  cycles  and  similar  results  with  the  system  telemetry 
decoder  connected,  the  Radio  Shack  PRO-6  was  selected.  The  reasons  are  (a)  tempera- 
ture dependent  output  offset  and  clipping  of  the  MINITOR,  (b)  somewhat  more  complex 
interface  and  power  supply  circuitry  is  required  for  the  MINITOR  receiver  board, 

(c)  the  PRO-6  is  easier  to  mechanically  adapt  to  the  SPVD  control  box,  (d)  added 
capability  of  more  than  one  channel,  conveniently  selectable, (e)  much  lower  cost 
of  the  PRO-6  ($80  vs  $176),  and  (f)  availability  (short  lead  time). 

Several  minor  modifications  to  the  PRO-6  receiver  were  made.  This  consisted 
mainly  of  removing  the  battery  compartment  by  milling  off  the  receiver's  bottom 
plastic  battery  compartment  and  then  soldering  power  and  signal  leads  to  the  receiver 
circuit  board.  The  schematic  diagram  of  the  receiver  and  interface  circuitry  com- 
prising the  receiver  module  is  shown  schematically  in  Section  X.  An 
antenna  lead  is  fabricated  from  a length  of  R6-174/U  coaxial  cable  with  a BNC 
female  chassis  mount  connector  on  one  end  and  a modified  earphone  plug  on  the  other. 
The  crystals  are  inserted  in  the  crystal  sockets  of  the  crystal  compartment.  Even 
though  each  SPVD  receiver  has  one  operating  frequency,  an  extra  set  of  crystals 
was  ordered  to  provide  each  control  box  with  the  capability  of  operating  on  either 
of  the  two  assigned  frequencies.  In  the  control  units  provided,  Channel  No.  1 is 
41.37  MHz  and  Channel  No.  2 is  41.41  MHz. 
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Twenty-four  Radio  Shack  PRO-6  receivers  were  purchased.  Two  receivers  failed 
to  operate  satisfactorily.  The  sensitivity  of  both  rejected  units  was  low  and  one 
unit  provided  no  signal  output. 

In  order  to  eliminate  receiver  noise  outside  the  SPVD  encoder  tone  frequency 
band  (2000  6500  Hz)  and  provide  proper  signal  level  to  the  tone  decoder  electronics, 

an  Interface  electronic  board  Is  required.  The  Interface  board  consists  of  several 
operational  amplifier  circuits  designed  to  provide  gain  and  filter  (bandpass)  the 
receiver  output. 

The  Interface  board  also  has  a 6 volt  regulator  (7806)  to  power  the  PRO-6 
receiver  and  circuitry  to  sense  the  condition  of  the  control  units  standby  battery. 

The  schematic  diagram  of  the  Interface  board  Is  Illustrated  In  Section  X. 

The  power  supply  module  selected  Is  a Power  Mate  Corp.  Model  EMA-12/15B 
which  has  passed  all  temperature  performance  tests.  The  prototype  control  box 
power  supply  has  been  operating  for  more  than  one  year.  The  power  supply  schematic 
diagram  appears  In  Section  X and  Is  the  Power  Mate  Corporation  data  sheet-  which 
also  lists  all  parts.  All  modules  have  functioned  well  except  for  one,  which 
required  a new  pA  723  voltage  regulator  IC  after  about  100  hours  of  operation. 
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VIII.  BATTERY  EVALUATION 

during  the  previous  SPVD  development'  a battery  evaluation  was  conducted  on 
several  available  electrochemical  energy  systems.  Our  approach  was  to  resurvey 
the  current  batteries  and  perform  tests  over  a longer  period  of  time.  This  inves- 
tigation's objective  was  to  select  a electrochemical  system  and  battery  which  could 
supply  the  required  energy  to  the  SPVD  for  one  year  with  a traffic  flux  of  20,000 
vehicles  per  day  and  at  all  expected  CONUS  ambient  temperatures. 

Specifically,  the  tasks  performed  were: 

• Establish  realistic  worse  case  SPVD  energy  requirements; 

• Obtain  several  sample  batteries  of  different  electrochemical  energy 
systems  and  conduct  a long  term  test  at  ambient  temperatures  with  a programmed 
constant  and  pulsed  load  simulating  an  SPVD. 

• Conduct  accelerated  drain  cycles  at  high  and  low  temperatures  on  promising 
battery  types; 

• Investigate  solar  cell  array  charging  rates  and  capacity  in  a roadway  for 
a significant  period; 

• Select  a suitable  standby  battery  for  the  SPVD  control  unit;  and 

^ • Investigate  related  parameters  as  environmental,  safety,  cost  and  system 

parfonnance  effects. 

I ^aqul red* Battery  Capacity 

> The  SPVD  system  operational  lifetime  design  goal  is  one  year  at  ambient  roadway 
temperatures  (-30“C  to  +75°C,  i.e.,  -22^F  to  +167‘'F)  for  a vehicle  traffic  flux  of 
20,000  vehicles/day.  For  a system  voltage  of  nominally  6 volts,  the  sensor  module 
will  have  a constant  quiescent  drain  of  .5ma  (3mw)  or  for  one  year  require  4.38 
A-hrs.  The  transmitter  is  designed  to  operate  for  30msec  with  a 40ma  drain,  for 
both  the  leading  edge  and  trailing  edge  transmissions,  or  40,000  transmissions  a day. 


' r 


136 


NSWC/WOL  TR  78-177 


Therefore  .060sec/vehicle  x 20000  vehicles/day  = .33  hrs/day;  and  .33  hrs/day  x 
.04  amperes  x 355  days  leads  to  an  additional  4.8  A-hr  required  battery  capacity 
for  the  transmitter.  The  total  required  battery  capacity  for  the  design  goal  is 
then  9.18  A-hrs/year. 

Since  we  were  just  starting  sensor  module  development,  a conservative  worse  case 
test  was  planned  as: 

L'ensor  Module 

6.75v  x .Sma  (goal  < 2mw)  > 3.S7mw;  4.4  A-hr. 

Transmitter 

6.75v  X 40ma  (goal  236mw)«270niw 

(per  30msec  transmission  for  lOOmw  R.F.  power) 

80,000  transmisslons/day  Instead  of  40,000 

.060  sec/vehicle  x 40,000  vehicles/day  > .040  Amps  x 365  days  x 

“9.7  A-hr 

3600  sec/ hr  

Total  « 14.1  A-hr  worse  case 

To  simulate  "worse  case"  SPVO  operation  a programmer  was  d^jsvgned  and 
fabricated  as  shown  in  Figure  44.  Also  illustrated  in  Figure  4^  is  the  Battery 
Evaluation  Instrumentation  Block  diagram.  Figure  45  is  a photogr,ip1i  ?f  the 
Ammunition  Box  housing  the  test  batteries  at  ambient  temperature.  Also  notice 
the  SPVu  receiving  antenna  mounted  on  it  and  the  roof  mounted  antenna  used  to 
determine  the  decoder  false  alarm  rate  for  the  Maryland/Washington,  it:  urban  area. 

As  reported  in  Reference  1,  extensive  liests  had  been  conducted  on  several 
electrochemical  battery  systems  resulting  in  the  selection  of  Union  Carbide's 
Eveready  No.  1209  cell  (Heavy  Duty  LeClanche  Lantern  Battery).  We  included 
several  types  of  lantern  batteries  In  order  to  confirm  the  performance  with  a 


FIGURE  44.  SPVD  BATTERY  TEST  INSTRUMENTATION. 
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more  typical  SPVD  load  (i.e.,  without  accelerated  discharge  cycles). 

Battery  Systems  Tested: 

The  electrochemical  battery  systems  considered  are  Carbon-Zinc  (LeClanche), 

Carbon  Zinc  (Zinc  Chloride),  Alkaline  - Manganese  Dioxide, Mercuric  Oxide  (Zn/HgO), 

Nickel  Cadmium,  Sealed  lead  acid.  Lithium  (Organic  electrolyte).  Table  .XVlIsts 

the  various  electrochemical  battery  systems,  assumed  chemical  reaction  and  energy 

31  32 

densities  that  were  considered.  * 

The  following  batteries  were  selected  for  test:  Lantern  battery  types 
Eveready  1209,  Ray-O-Vac  944,  Mallory  M908,  BA-200/U.  Bright  Star  #646,  BA-803/U; 
Lead  Acid  (sealed  secondary)  Gates  #0810-0005;  Lithium,  Eagle  Richer  D Cells; 
Alkaline,  Mallory  #MN1300;  and  Mercury  Mallory  types  RM-42R(BA-1030/U)  and  Mallory 
#316856-5  (RM-2550R). 

Numerous  lantern  cells  were  tested  because  of  their  potential  low  cost 
» $1.20  ea/1000  and  Phase  I test  results.  In  Figures  46  to  50  are  plotted  the 
open  circuit  voltage  of  the  lantern  battery  types  with  respect  to  time  and  tempera- 
ture. Clearly  the  Eveready  #1209  has  better  performance  for  the  progranried  load. 

The  Gates  Sealed  Lead  Acid  cell  discharge  curve  Is  plotted  in  Figure  51.  Two 
of  the  three  series  cells  had  failed. 

Two  series  Lithium  batteries.  Eagle  Richer  D-cell  types  were  tested  and  the 
results  plotted  in  Figure  52.  One  very  notable  characteristic  is  the  batteries  low 
Internal  Impedance.  The  Mallory  Alkaline  Duracell  battery  discharge  curve  is 
plotted  in  Figure  53. 

Five  RM-42R  mercury  batteries  (BA-1030/U)  were  tested  and  Its  discharge  curve 
plotted  In  Figure  54.  Although  Its  low  temperature  performance  was  suspect,  this 
electrochemical  system  performed  very  well  for  the  moderate  temperatures  experienced 
over  the  measurement  period  (15®F).  However,  to  confirm  our  results  shown  in 
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BATTERY  TEfT  4-14-77 


BATTERY  DISCHARGE  CURVE.  BA-S03AI. 


BATTERY  TEST  11-16-78  — 6-27-77 
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BATTERY  TEST  7-7-7B  — 10-17-77 
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FIGURE  40.  BATTERY  DISCHARGE  CURVE  BRIGHT  OTAR  #840. 
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BATTERY  TEST  11-16>76  — 1-16-78 


FIGURE  64.  BATTERY  OiSUHARQE  CURVE,  BA-1030/U. 


NSWC/WOL  TR  78-177 


Figure  54,  accelerated  discharges  and  unit  temperature  tests  were  conducted. 

Each  battery  terminal  voltage  was  measured  under  the  continuous  drain  and  the 
simulated  pulse  drain  of  the  transmitter  approximately  6 months  and  11  months  Into 
the  test.  In  Figure  55(a,b}  are  some  oscilloscope  photographs  of  the  battery 
terminal  voltage  during  the  pulsed  load.  The  mercury,  a1 kal Ine,  and  lithium  cells 
have  very  low  Internal  Impedance.  However,  lantern  batteries  had  developed  very 
high  internal  Impedance.  Also  shown  Is  the  effect  of  putting  a 100  pfd  capacitor 
across  the  terminals  In  an  effort  to  reduce  the  Impedance.  In  Figure  56  are 
oscilloscope  photographs  of  some  of  the  remaining  batteries  under  test  approxi- 
mately eleven  months  after  the  test  started.  The  alkaline  and  mercury  cells  have 
extremely  low  Internal  resistance  considering  the  lowered  terminal  voltage. 

Since  the  mercury  system  seemed  to  satisfy  our  systen)  requirentents,  an 
Inquiry  was  made  to  the  Mallory  Battery  Company,  Tarrytown,  Hew  York.  They  recom- 
mended a Mallory  #31G856-5  consisting  of  5,  RH-2550R  cells.  Because  this  cell  size 
was  more  conducive  to  the  SPVD  unit.  It  was  selected. 

Mercury  battery  temperature/load  tests  were  performed.  Figure  57  Is  a 
voltage  discharge  curve  for  RM-42R  (BA-1030/U)  cells  which  have  been  discharged  at 
fOma  at  room  temperature  (25°C)  and  at  +76oC,  exhibiting  a 15.6  A- hour  capacity 
confirming  the  anticipated  14  A*  hour  capac  ity  (rated  !?  280ma).  During  a similar 
test,  (I.e.,  50ma  continuous  load)  at  low  temperature,  we  noted  that  at  -10®C  the 
cell  voltage  rapidly  approached  .8  volts.  In  Figure  58  Is  plotted  the  tenninal  vol- 
tage of  the  mercury  battery  for  a constant  3mw  load.  Below  -29®C,  the  Internal  cell 
Impedance  rises  and  at  -30®C  the  cell  voltage  falls  5S  of  the  normal  voltage,  cer- 
talfily  within  the  20«  undervoltage  operational  limit.  The  sensor  module  therefore 
can  operate  satisfactorily  at  low  temperature,  and  tills  was  confirmed  In  systems 
tests  at  -40°C. 
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20  OCT  77 


LITHIUM  DUTY  CYCLE  20  OCT  77 


FIGURE  Eft  BATTERY  TERMINAL  VOLTAGE  FOR  SIMULATED  TRANSMITTER  LOAD,  20  OCT  77. 
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The  next  step  was  to  verify  that  a pulsed  transmitter  load  could  also  be 
accommodated  by  the  mercury  battery.  A simple  test  was  conducted  with  the  BA- 
1030/U  and  Is  plotted  In  Figure  59.  Notice  at  -20*>C,  the  cell  voltage  with  a 27^ 
load  (50ma  normal)  falls  to  .84  volts,  and  after  8.52A-hrs  had  been  discharged, 
with  a more  characteristic  load  of  680Q  (2ma  or  13.5mw)  It  fell  to  approximately 
.88  volts.  To  simulate  discharged  battery  performance,  a second,  27n  load  was 
applied  and  several  voltages  measurements  are  shown  In  Figure  59.  At  -AO^C,  the 
voltage  although  adequate  to  run  the  sensor  module  would  not  sustain  the  load. 

But  for  -20OC  the  battery  performed  satisfactorily.  Figure  60  Is  a plot  of  similar 
test  results  on  the  Mallory  #316856-5  battery.  Systems  tests  on  the  SPVD  proto- 
type also  confirmed  Its  ability  to  operate  at  low  temperatures.  A photograph  of 
the  SPVD  battery  Is  shown  In  Figure  61.  Two  batteries  are  connected  In  parallel  for 
a total  battery  capacity  of  26  ampere-hours  at  6.75  volts.  The  assembled  battery 
compartment  Is  then  demagnetized  and  attached  to  the  SPVD  electronic  modules. 

Critical  battery/systems  pa?'3meters  for  the  selected  battery  give  a measure  of 
projected  performance  as: 

Mission  lifetime:  « 2 years 

Battery  Capacity:  26  A- hr  @ 6.75v 

Battery  Noise:  < lOmv 

Storageabllity  & Maintenance:  > 2 years 

Ruggedness:  10,000g,  drop  test 

Avallabll Ity/lead  time:  Commercial  ■"  2 months 

Cost:  $27.18  each  ($54.36/SPVD) 

Safety:  No  problem 

Environmental  Impact:  Recycled  to  conserve  Mercury 
Reliability:  99%  desired 
Weight:  835  grams/(«  2#)  unit 
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7.0 


6.0 


MALLORY  #316166-6 

Rc  - 6.2  Kn  LOAD  M nM  CONTINUOUt) 
CAPACITOR  ADDED 
Rp  - 130n  (5  SECOIM)  LOAD  RE6I6TOR) 

14  APRIL  77 


• -VOLTAGE  30  6EOOND6  AFTER  6 SECOND  LOAD  TEtT. 
□ -VOLTAGE  AFTER  6 SECOND  60  HW  LOAD 
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CUT  OFF  VOLTAGE 
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1 2 

DAYS 


BA-1030AI 

Rc  " 680  n LOAD  (Z6  mW) 

WITH  CAPACITOR 

Rp  - 270  (5  SECOND  LOAD  RESISTOR) 


FIGURE  sa  LOW  TEMPERATURE  MERCURY  RATTERY  PERFORMANCE. 
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The  standby  battery  selected  for  the  SPVD  control  unit  Is  a sealed  lead  acid, 

12  volt-4.5  amp-hour  Type  A (Globe  Gel  Cell,  model  GC-1245-1  or  similar).  The 
battery  will  operate  the  control  unit  for  a minimum  of  22  hours  and  significantly 
longer  If  the  receiver  LED  Is  disconnected. 

Solar  Cell  Array  Evaluation 

Early  In  the  program  techniques  of  supplying  power  to  a burled  SPVD  unit 
were  considered.  One  technique,  that  of  a magnetic  Induction  link  similar  to  an 
open  core  transformer.  Is  used  In  charging  heart  pacemakers.  It  would  demand  a 
road  crew  to  periodically  charge  secondary  batteries  with  smaller  energy  densities 
for  a significant  amount  of  time.  It  would  also  require  a significant  amount  of 
magnetic  material  near  the  magnetometer  sensor  module.  This  approact  was  not  pursued. 

A solar  cell  array  was  designed  about  the  SPVD  housing  and  Its  mechanical 
design  is  discussed  In  that  report  section.  The  reason  for  using  solar  cell  array 
is  that  the  roadway  Is  relatively  unobstructed  and  a "typical"  mid  latitude  value 

of  solar  power  flux  Is  70mw/cm^  during  the  day.  Therefore  70mw/cm  x .14  (conversion 

? ? 2 2 2 
efficiency)  =9.8  mw/cm  . For  a 20  cell  array  2 cis  » 80  cm  or  9.3  mw/cm  x 80cm 

= 784  mw.  Now  derate  by  80%  for  the  1/2"  plate  glass  cover  and  dirt,  resulting  In 

156.8  mw. 

156.8mw  > 6v.I 

I >2.61  ma  maximum  estimated  array  current. 

After  the  array  was  constructed,  a current  of  14ma  was  measured.  If  we  assume  1 
hour  per  day  sunlight  for  365  days  at  14ma,  then  a 5.1  A-hour  charge  Is  obtained, 
almost  the  entire  SPVD  system  requliement.  For  2 hours  of  sunlight  per  day,  10.2 
A-hr  Is  itfjtalned.  Therefore  an  attempt  was  made  using  twenty  solar  cells  (2x2  cm) 
(centralab  Ser^lconductor  Solar  Cells  #N220cG-n ) each 
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rated  at  58.2mw  @ 43ftnv  were  connected  in  series.  A circuit  capable  of  determining 
its  effectiveness  is  shown  in  Figure  62.  The  solar  cells  are  attached  to  a diode 
with  a low  reverse  current  («25ua)  and  to  a filter  network  to  remove  any  possible 
RFI/EMI  problems  with  a real  system  and  then  to  a Nickel  Cadmium  battery.  The 
nominal  system  voltage  is  6.2  volts  where  the  5.6S2  resistor  simulates  the  SPVD  power 
requirements  («9.6  A-hrs/year).  A 7.5  volt  rener  diode  is  put  aciross  the  battery 
so  when  the  solar  cell  voltage  is  a maximum,  i.e.,  10  volts,  the  additional  current 
will  flow  through  it.  An  E-Cell  coulometric  timer  (BISSETT  Berman  #5-163-6843, 

150  pa-hr  3860  Centinela  Ave.,  Los  Angeles,  California)  is  used  as  a long  term 
integrator,  i.e.,  to  sum  the  total  current  delivered  by  the  solar  cell  crray 
during  a desired  measurement  period.  The  maximum  anticipated  charging  rate  of 
20ma  will  produce  a 20mv  signal  across  the  1 C!  series  resistor.  Therefore  for  a 
worse  case  required  yearly  capacity. 


13  /.-hours 
8760  hrs/year 


1 .48ma- hours 


E * 1 .5ma  X 1 ohm  = 1 .5mv. 
For  a ISOpa  - hour  E-Cell, 


hoi-g..,.  , 
8/60  hrs/year 


Finally  1.5mv  = .07pa  R 
R = 38.235K.Q. 


In  this  way,  the  circuit  ti  Figure  62  is  able  to  measure  the  worse  case  SPVD  energy 
requirements  obtained  from  the  solar  cell  array.  The  depleted  E-cell  is  a measure 
of  the  total  ampere  hour  capacity  obtained  during  the  measurement  period.  Figure 
G3  is  a circuit  used  to  determine  the  exact  condition  of  the  E-cell. 
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A photograph  of  the  solar  cell  array/SPVD  housing  Is  shoMn  in  Figure  64.  A 
small  6.2V-450  ma-hour  Nicad  battery  was  used  with  the  array.  The  solar  cell/ 

SPVD  unit  was  positioned  In  the  NSUC  roadway  test  hole  shown  In  Figures  6b  and  66. 
As  Indicated,  the  test  hole  has  a phenolic  liner  and  a phenolic  cover  plate  when 
SPVD  units  are  being  tested. 

The  array  test  period  extended  over  one  year  (24  Sept  76  to  14  Dec  77)  with 
four  measurement  periods  to  determine  the  solar  cell  array  capacity.  During  the 
first  period  24  Sept  76  to  3 Jan  77,  the  housing  leaked  thereby  shorting  out  the 
E-cell.  However,  the  Nicad  battery  was  at  a higher  terminal  voltage  than  when 
Installed;  therefore  a charging  capacity  greater  than  2.7  A-hours  was  obtained. 
The  second  measurement  period,  4 Jan  77  to  12  Aprill  77  (98  days)  resulted  In  a 
7.72  A- hour  charge  delivered  by  the  solar  cell  array,  with  2.5  A-hours  of  It 
required  for  SPVD  operation.  During  the  third  period  (12  April  77  •*  5 Aug  77) 
12.85  Amp-hours  were  delivered  for  the  114  day  period. 

For  the  last  measurement  period  (5  Aug  77  to  14  Pec  77)  the  capacity  was 
estimated  from  a dissassembled  E-cell  as  the  unit  was  completely  flooded.  By 
taking  dimensions  of  the  E-cell  electrode  and  Its  plating  amount,  a 10.2  A-hour 
charge  was  delivered  during  this  period. 

Using  the  solar  cell  array  described  with  a better  mechanically  designed 
container,  the  SPVD  system  power  requirements  can  be  sctlsfied.  For  the  roadside 
SPVD  receiver  control  unit  (If  used  for  vehicle  counting  at  remote  sites)  It 
appears  that  such  a solar  power  scheme  would  be  even  more  feasible. 

Solar  cells  cost  about  $2  each  or  $40  for  the  designed  unit. 

Discussion 

The  energy  density  of  lithium  batteries  is  very  attractive  for  the  SPVD. 
However,  because  of  the  potential  explosive  safety  hazard  uncove^'ed  In  some 
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FIGURE  M.  SOLAR  CELL  EVALUATION  UNIT. 
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FIGURE  05  SOLAR  CELL  ARRAY  IN  THE  ROADWAY. 
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FIGURE  66.  INSIDE  VIEW  OF  THE  NSWC  ROADWAY  TEST  HOLE. 
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33 

military  batteries.  It  was  decided  that  no  additional  lithium  batteries  be 

evaluated  fot  this  program.  This  most  certainly  will  change  In  the  future,  as 

lithium  battery  Improvements  are  made. 

The  Nickel  Cadmium  battery  system  was  not  Investigated  nv're  thorougly 

because  of  Its  high  temperature  degradation,  low  energy  density,  and  lack  of  a 

suitable  chai^glng  system  for  the  secondary  cell.  If  It  were  possible  to  charge 

the  Nickel  Cadmium  batteries,  there  still  Is  not  enough  Information  on  "memory" 

34 

effects  (If  charged  at  1 year  Intervals)  and  the  associated  reliability. 

The  mercury  battery  has  no  recharging  capability,  has  potential  electro- 
lyte leakage  problem  (frequently  observed),  and  Is  expensive  because  of  the  cost 
of  mercury  (=  $4/lb  for  Hg).  However,  Its  energy  density  and  reliability  should 
Insure  a 2 year  mission  llftelme  for  a 20,000  vehicle/day  traffic  flux.  A 
battery/ systems  operation  cost  tradeoff  analysis  should  be  done  and  Include  the 
recycling  costs  of  the  mercury  battery. 

Alkaline  cells  should  also  be  more  fully  evaluated  In  a cost/ performance 
tradeoff.  The  battery  choice  was  between  the  alkaline  and  the  mercury,  and  the 
energy  density/ performance  (I.e.,  flat  discharge  curve)  won  out  over  cost. 


168 


NSWC/WOL  TR  78-177 


IX.  MECHANICAL  COMPONENT  DESIGNS 
SPVD  MECHANICAL  DESIGN  AND  HOUSINGS 

An  objective  of  the  SPVD  is  easy  installation  of  the  sensor  electronics  unit 
into  the  roadway.  Therefore  the  SPVD  size  was  designed  to  be  compatible  with 
conmonly  used  roadway  core  sample  drill  bits  so  it  could  be  utilized  for  unit 
installation.  For  this  reason,  the  size  of  the  SPVD  could  not  exceed  that  of  the 
Phase  I unit^  or  11.43cm  diameter  and  38.1cm  long  (4.5"  dia  x 15").  Other  housing 
problems  with  the  Phase  I SPVD  were  briefly  addressed  including  the  aluminum 
end  caps/polyvinyl  chloride  (PVC)  container  joint  and  its  reliability  over  long 
mission  times,  more  easily  opened  container  to  facilitate  battery  replacement* and 
general  survivability  in  the  roadway  environment. 

During  the  early  phases  of  this  program,  three  housings  were  constructed 

from  standard  4 1/2"  dia  (11.43cm)  PVC  Schedule  40  pipe  with  aluminum  end  caps 

sealed  with  double  0 rings  and  6 screws  (6-32)  holding  the  cap  to  the  1/4"  thick 

pipe  wall.  This  procedure  did  not  provide  a reliable  long  term  leakproof  housing 

seal  and  resulted  in  the  loss  of  some  experimental  data  in  the  solar  cell  unit 

described  in  the  Battery  Section.  PVC  caps  were  machined  and  the  bottom  cap 

cemented  on  with  HARVEL  PVC  heavyweight  solvent  cement  (Harvel  Plastics,  Inc., 

P.O.  Box  757,  Easton,  PA).  In  this  way  the  material  expansion  coefficients  would 

-5 

be  more  closely  matched,  i.e.,  6.12x10  in/in/°F  for  PVC  pipe.  Some  segments  of 
the  drawn  PVC  pi'  a were  out  of  round  which  could  be  minimized  by  cementing  the 
bottom  cap. 

The  solar  cell  housing  was  constructed  from  a PVC  bottom  cap  cemented  to  the 
PVC  pipe  housing  (Figure  67)  and  an  aluminum  (6061-T6)  array  top  plate  shown  in 
Figure  68.  A 1/2"  thick  5 7/16"  dia.  piece  of  lightly  sandblasted  plate  glass 


169 


NSWC/WOL  TR  78-177 


covered  the  twenty  2 x 2cm  series  silicon  solar  cells.  The  plate  glass  was 
slightly  sandblasted  to  diffuse  the  light,  provide  a roughed  surface  for  sealing, 
and  make  the*  array  less  attractive  to  vandalize.  The  plate  was  attached  to  the 
aluminum  array  housing  using  SCOTCH-UELO  STRUCTURAL  Adhesive  #2216A  & B,  (7:5 
by  weight)  (Adhesives.  Coatings  and  Sealers  Olv.,  3M  Company,  St.  Paul,  Mliin.). 

This  Joint  held  up  extremely  well  for  the  entire  length  of  the  test  I.e.  24  Sept 
1976  to  14  Dec  1977  (see  Battery  Evaluation  Section). 

The  solar  cell  array  Is  arranged  In  a circular  pattern  which  Is  approxi- 
mately 5 Inches  (12.7cm)  In  diameter  and  shown  In  Figure  69.  Two  0-r1ngs,  3 3/4" 
I.D.,  4"  0.0.  (FSN  5330-194-3733  are  used  to  seal  the  array  top  to  the  PVC  pipe 
with  three  6-32-1/2"  stainless  screws  located  to  hold  the  aluminum  array  housing 
to  the  PVC  pipe.  The  experience  gained  with  the  above  described  solar  cell  array 
unit  was  helpful  in  the  design  of  the  final  SPVD  unit  housing. 

The  SPVD  housing  design  was  first  completed  for  an  Internally  housed  trans- 
mitting antenna,  being  either  orthogonal  loops  as  done  In  Phase  1,  or  with  a 
A/2  ominidirectlonal  microstrip  antenna.  The  housing  consists  of  PVC  pipe,  (4" 
Schedule  40,  4 1/2"  OD)  as  shown  In  Figure  70  with  one  end  threaded  (4  1/8"  - 10 
RH)  for  a screw  off  top  cap  shown  In  Figure  71.  At  the  top  of  the  threads  Is  a 45*^ 
sealing  surface  for  an  0-R1ng  (4  1/8"  ID  x 4 3/8  OD)  which  Is  located  on  the  top 
screw  cap.  Two  holes  are  drilled  In  the  top  cap  so  a 3"  spanner  wrench  can  be  used 
for  removal.  A third  hole  Is  drilled  and  taped  In  the  top  cap's  center  for  a 
3/8"  - 16  X 1/2"  long  nylon  hex  head  bolt.  This  bolt  can  be  screwed  Into  the  cap 
to  facilitate  SPVD  unit  recovery  from  the  roadway  hole.  The  bottom  housing  cap 
Is  machined  from  PVC  as  shown  In  Figure  72  and  cemented  to  the  bottom  end  of  the 
PVC  pipe  of  Figure  4 with  PVC  solvent  cement.  Both  caps  have  engraved  Instructions 
and  Identification  data  shown  In  Figure  73.  Arrows  are  painted  on  the  unit's 
side  to  Indicate  the  proper  Implanting  orientation  for  the  SPVD  sensor. 
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HOLES  FOR 
w^lNAL  SFVD 
UNIT  DESIGN. 


BOTTOM  CAP 


FIGURE  7Z  DRAWING  OF  THE  SPVO  HOUSING  BOTTOM  CAP. 
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TOP  CAP 


BOTTOW  CAP 


FIGURE  73.  ENGRAVED  INFORMATION  ON  SPVD  TOP  AND  BOTTOM  CAPS. 

v? 
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This  first  unit  was  thoroughly  tested  for  watertight  integrity  , was  temperature 
cycled  (-40®C  - +75 “C),  and  subject  to  a 1000  pound  compression  test  to  simulate 
a worse  case  load  distributed  on  the  top  cap  (62.9#/sq.")  and  on  the  threads 
(300#/sq.").  The  unit  survived  well  including  several  severe  and  inadvertent 
drop  tests. 

The  second  and  final  SPVD  unit  housing  design  was  specifically  tailored  to 
the  X/4  omnidirectional  microstrip  antenna.  Dimensions  of  all  three  housing 
component  parts  were  basically  unchanged  (Figures  70,  71  , 72).  The  bottom  cap  was 
modified  by  drilling  four  holes  for  four  6-32-1/2"  flat  head  nylon  screws  to 
aid  in  holding  the  bottom  cap  to  the  PVC  pipe.  The  PVC  pipe  had  been  completely 
plated  (except  for  the  threads  with  a 3 mil  copper  foil  etched  antenna  . in 
order  to  maintain  conductor  continuity  from  the  inside  antenna  ground  plane  to  the 
external  antenna,  the  cap  is  now  sealed  with  RTV  (Silicone  Sealant  RTV  - Dow 
Corning)  rather  than  the  PVC  solvent  cement. 

Before  the  bottom  cap  is  attached,  the  outside  portion  of  the  copper  plated 
PVC  pipe  is  etched  to  form  the  X/4  omnidirectional  microstrip  antenna.  The  antenna 
is  then  connected  to  a coaxial  cable  from  the  inside  by  drilling  a hole  through 
the  PVC  pipe  wall  at  the  appropriate  location.  The  center  conductor  is  soldered 
to  the  outside  foil  antenna  strip  while  the  inside  foil  is  soldered  to  the  coax 
shielded  braid.  A strain  relief  is  installed  to  rigidly  secure  the  17"  length  of 
cable  (RG-58C/V  - 50Q  ) by  drilling  a hole  through  the  PVC  wall  and  inserting  a 
nylon  screw  (6-32-1/4")  which  holds  a cable  clamp.  The  nylon  screw  is  dipped  in 
PVC  solvent  cement  before  it  is  inserted  to  facilitate  sealing.  After  testing  the 
antenna,  it  is  coated  with  a gray  acrylic  lacquer  primer  (Dupont  #100$  Multi- 
Purpose)  and  then  several  coats  of  clear  Itnron  (#500$)  polyurethane  enamel . The  Irron 
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finish  provides  a durable  and  waterproof  seal.  The  bottom  cap  Is  then  Installed, 
and  the  final  units  are  Inspected  and  tested.  A prototype  antenna  was  temperature 
cycled  (-40®C  -►  75oC)  with  no  significant  change  In  the  housing  except  for  some 
Inside  foil  rippling.  Adhesion  of  the  copper  foil  to  the  PVC  pipe  Initially  was 
a proolem.  and  only  after  longterm  deployment  can  Its  performance  be  evaluated. 

Figure  74  Is  a photograph  of  the  SPVD  electronics  and  all  mechanical  com- 
ponents. The  SPVD  electronics  consists  of  a sensor  module  and  a transmitter/ 
encoder  module.  Both  are  attached  to  a 1/2“  aluminum  interface  plate  shown  In 
figure  75.  There  are  four  electrical  connections  required  between  the  sensor 
and  transmitter/ encoder  electronic  modules.  Three  RF  filter  feed-throughs  are 
used  for  the  +6.75  volts  power,  vehicle  presence  output,  and  undervoltage  sensor 
outputs  with  the  plate  being  the  system  ground.  Both  electronic  modules  are 
enclosed  In  drawn  aluminum  housings  (Figure  76);  each  housing  has  an  identical 
OD  dimension  of  3.85"  whereas  their  depths  measure  1 1/2"  and  1 15/15"  for  the 
sensor  and  transmitter/encoder  modules,  respectively.  The  transmitter/encoder 
module  housing  has  five  holes  drilled  Into  It,  three  equally  spaced  (120'^)  ic,  a 
1 1/4"  radius  from  the  caps  center  and  the  other  two  spaced  160°  on  the  ouriide 
edge,  one  for  the  RG-58C/U  antenna  coax  and  the  other  for  the  twisted  pair  battery 
leads.  Standoff's  (6-32)  of  various  standard  lengths  are  used  to  s^cura  all  cir- 
cuit boards  to  the  interface  plate.  The  transmitter/ encoder  module  housing  is  then 
attached  to  the  battery  compartment  with  three  6-32-3/8"  stainless  screws. 

SPVD  Control  Box  consists  of  the  following  components,  listed  with  largest 

volume  item  first:  standby  battery,  AC  to  DC  power  supply,  receiver  module  and 

two  circuit  boards  for  the  interface  electronics  and  the  tone  decoder,  relays  and 

appropriate  control  electronics.  All  components  are  housed  in  a Steel  Utility 

Cabinet  5"  0 x 6"  W x 9"  H (#CU-1099HG,  Grey  hammertone  finish,  BUD  Radio  Inc., 

Willoughby,  Ohio  44094).  The  front  panel  contains  all  controls,  test  points,  and 
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FtGURE74.  SPVD  ELECTRONICS. 
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MATERIAL:  ALUMINUM  1/2"  THICK 
FIGURE  75.  DRAWING  OF  THE  SENSOR  MODULE  INTERFACE  PLATE. 


-L-  A. 
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connectors  required  for  unit  operation.  The  rear  panel  has  an  opening  (2  3/4" 

X 1 1/2") in  the  top  right  corner  for  receiver  module  control  access.  It  Is  covered 
by  an  aluminum  plate  3 1/2"  x 1 7/8"  which  is  secured  to  ths  box  by  two  self- 
tapping  screws. 

Lettering  the  front  and  top  panels  with  identifying  nomenclature  was  done  by 
a silk-screening  technique.  Figure  77  is  a photograph  of  the  front  silk-screened 
panel.  Before  silk  screening  the  front  and  top  panels,  all  box  holes  were  drilled 
and  the  front  panel  cleaned  and  repainted. 

All  control  unit  components  are  rigidly  secured  to  the  box  by  a variety  of 
steel  brackets.  Figures  78  and  79  are  photographs  of  the  control  box,  the  side  view 
and  rear  view  showing  the  power  supply  battery,  electronic  boards,  and  receiver 
module  mounting  and  relative  positions. 

SPVD  Battery  Housing 

After  selecting  the  Mallory  Mercury  Battery  (1316856-5)  a suitable  housing 
was  required  to  protect  the  SPVD  electronics  from  potential  electrolyte  leakage  over 
the  long  misr.ion  time.  Although  the  seals  on  mercury  cells  are  quite  good,  it  has 
been  found  that  at  elevated  temperatures  over  long  periods  of  time  the  potassium 
hydroxide  (KOH)  electrolyte  seeps  out  and  is  potentially  damaging  to  all  non-noble 
metals. 

ABS  (Acrylonitrile  - Butadiene  - Styrene)  plastic  material  is  iinnune  to  the 
effects  of  strong  alkalies  and  is  quite  inexpensive.  Three  inch  ABS  extruded  pipe, 
Schedule  40  (i.e.  3"  ID,  3.5"  OD)  vifas  obtained  and  machined  to  form  a housing  shown 
in  Figures  80 , 81 , and  82.  The  end  caps  were  machined  from  4"  dia.  ABS  rod,  and 
one  cap  is  sealed  with  ABS  solvent  cement  (Oatey  Solvent  Cement,  Fleck  Marshall 
Corp.,  Baltimore,  MD).  The  other  end  has  a removable  cap  which  is  threaded 
(3  1/8"  - 10  thread)  and  able  to  be  removed  with  a small  spanner  wrench.  An  0-ring 
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F IGURE  77.  SPVO  CONTROL  UNIT  FRONT  PANEL  LAYOUT 
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MATERIAL:  ABS  PLASTIC 


FIGURE  Sa  DRAWING  OF  BATTERY  HOUSING  END  CAP  (BOTTOM). 
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(3  1/8"  ID  X 3 3/8"  OD)  is  used  to  seal  the  battery  housing  and  Is  lubricated  with 
silicon  grease  (GE  Silicon  Compound  G-624,  MIL  S-8660B). 

The  housing  Is  7 1/8"  long  and  contains  two  paralleled  Mallory  #316856-5 
batteries  for  a total  of  26  amp-hours  capacity.  The  housing  terminals  consist  of 
two  #6-32  stainless  steel  screws  which  connect  two  solder  lugs  located  Inside  the 
housing  with  the  two  external  solder  lugs  each  containing  a Camblon  (#450-3388- 
01-03-00)  Connector  Jack  (Camblon  Corp.,  Cambridge,  Mass.).  One  screw  terminal 
Is  painted  red  Indicating  the  +6.75  volts. 

A stainless  steel  spring  Is  Inserted  In  the  removable  cap  to  reduce  battery 
motion.  The  batteries  are  placed  end-to-end,  and  the  two  positive  terminals 
are  soldered  directly  together;  also  a #22  teflon  red  Insulated  wire  Is  soldered 
to  that  junction.  The  negative  terminals  are  connected  with  a 6"  length  of  #22 
black  teflon  Insulated  wire  with  a longer  black  wire  soldered  to  a 2A  Fuse  which 
connects  to  the  top  negative  terminal.  The  two  batteries  arc  then  taped  together 
and  wrapped  with  several  layers  of  absorbant  paper  towels  and  Inserted  Into  the 
housing.  The  two  wires  are  soldered  to  the  terminals  (red  to  red)  and  then  the 
container  sealed. 

To  test  the  battery  hou.«i1ng,  105  grams  of  4015  KOH  solution  (worse  case)  was 
put  Into  a sealed  battery  housing  with  Its  terminal  lugs  and  springs  In  place. 

It  wes  put  Into  an  oven  at  130^F  (54oc}  fur  16  days  and  then  examined.  Results 
were  that  no  KOM  absorption  was  observed,  no  leakage  occurred,  nor  was  the  0- 
rlng  attacked.  The  spring  was  discolored  and  the  cin  removed  from  the  solder  lug 
terminals. 

Battery  Replacement  Procedure 

1.  Check  battery  voltage  at  the  battery  housing  terminals  (see  Figure  74)  before 
proceeding.  If  6 volts  or  greater  under  load,  i.e.,  with  sensor  module  on, 
batteries  are  capable  of  operating  the  SPVU. 
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2.  If  no  voltage  at  all  1s  measured,  the  protective  fuse  inside  the  housing 
is  probably  blown.  Check  the  fuse  with  an  ohmmeter  after  step  (3). 

3.  With  a small  spanner  wrench  (2")  remove  the  battery  housing  cap. 

4.  Pull  out  the  batteries  and  check  the  fuse  with  an  ohmmeter.  If  the  fuse 
is  CK,  check  each  battery  again.  Unsolder  leads  from  terminals,  if  less  than 
6 volts. 

5.  Clean  terminals  and  inside  battery  housing.  Discard  absorbent  paper  towels 
surrounding  the  batteries,  cut  the  negative  wire  connecting  the  two  batteries. 

6.  Put  batteries  in  a sealed  plastic  bag  and  return  to  FHWA,  HRS-32,  Washington, 
DC  for  recycling.  Note  the  date  unit  was  installed  and  date  replaced,  and  SPVD 
Serial  Number. 

7.  Connect  two  new  batteries  (Mallory  #316856-5)  in  parallel,  i.e.,two  positive 
terminal  tabs  (+)  are  soldered  together  with  a red  wire  attached. 

8.  Tape  the  two  batteries  together  and  solder  a black  wire  to  the  two  negative 
(exposed)  battery  terminal  tabs.  Another  longer  black  wire  is  then  attached 

to  one  of  the  ends.  Solder  in  the  2A  fuse  in  series  with  the  black  lead 
connected  to  the  negative  housing  terminal. 

9.  Wrap  the  batteries  with  several  layers  of  absorbent  paper  towels. 

10.  Insert  the  batteries  into  the  housing,  solder  the  wires  to  the  appropriate 
terminal  lug  (red  wire  to  red  terminal,  >6.75v). 

11.  Clean  the  cap  and  O-ring  and  regrease  the  0-ring  with  silicone  grease  and 
seal  the  housing. 

12.  Check  the  voltage;  should  be  +6.75  volts  and  mark  the  date  on  the  housing. 
The  batteries  if  supplied  by  NSWC  or  FHWA  are  demagnetized.  However,  if 
purchased  directly  from  the  manufacturer  it  may  be  necessary  to  demagnetize 
them. 
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Some  battery's  permanent  magnetic  field  (PERU)  can  add  an  additional  lOOOOy  to  the 
ambient  earth's  field  when  measured  3 Inches  from  a magnetometer  sensor.  A 
color  TV  picture  tube  face  demagnetizer  may  be  used  to  demagnetize  the  batteries 
before  they  are  Inserted  Into  the  battery  housing.  Each  battery  weighs  885  grams 
(w2#)  and  costs  $27.18.  The  weight  of  the  total  battery  housing  containing  two 
batteries  Is  2310  grams  («5.1#).  Because  of  the  high  battery  cost  and  mercury 
being  a valuable  strategic  resource  and  a poisonous  pollutant,  each  battery 
Siiould  be  recycled.  A label  is  put  on  each  battery  with  the  following  information: 

RECYCLE 

RETURN  USED  BATTERY  TO: 

FEDERAL  HIGHWAY  ADMINISTRATION 

HRS^32 

WASHINGTON,  DC  20590 

SPVD  System's  Electronics.  Components  and  Circuit  Board  Layouts 

The  SPVD  system  electronics  consists  of  a commercially  available  power  supply 
and  receiver  and  six  electronics  circuit  boards.  The  power  supply  module  is  a 
Power  Mate  Corporation  Model  EMA-12/15B,  12  volt/ 2 amperes  with  case  dimensions 
shown  In  Figure  1. 

The  radio  receiver  module  Is  a Tandy Corp.  (Radio  Shack)  Realistic  Model 
PRO-6  scanning  receiver.  Case  dimensions  are  shown  In  Figure  2.  There  are  four 
receiver  modifications:  (a)  removal  of  the  battery  compartment  by  milling  of  the 
bottom  1 3/8"  of  the  receiver,  (b)  connecting  a coaxial  connector  to  Test  Point 
2 (TP-2)  on  the  receiver  printed  circuit  board  and  filing  an  exit  hole  on  the  side 
of  the  case,  (c)  soldering  a twisted  Red/Black  of  #22  AWG  stranded  wire  to  the 
receiver  power  terminals  (6v),  and  (d)  soldering  a coaxial  cable  to  the  earphone 
plug  for  use  as  an  external  antenna  Input.  Crystals  are  Inserted  In  the  proper 
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position  so  that  Position  1 Is  the  41.37  MHz  channel  and  Position  2 is  41.41  MHz. 
Two  other  channels  are  available  If  desired. 

Circuit  Board  Layouts 

Three  of  the  SPVD  systems  six  circuit  boards  are  double  sided  boards.  The 
sensor  module  consists  of  a single  sided  Brown  magnetometer  circuit  board  shown 
In  Figure  83,  the  two  digital  nulling  loop  electronics  on  a double  sided  board 
of  Figure  84,  and  the  double  sided  signal  processing/regulator  board  shown  In 
Figure  85.  Three  1/2"  standoffs  (6-32)  hold  the  two  sensor  module  boards  together, 
and  a brass  bracket  attaches  the  Brown  magnetometer  circit  board  to  them.  In  this 
way,  the  magnetometer  can  sense  the  vertical  component  of  the  magnetic  field. 

Sensor  module  board  sizes  are  1 7/8"  x 1"  and  two  3 11/16"  diameter  boards  with  a 
2"  X 7/16"  chord  removed.  All  circuit  boards  are  1/16"  thick. 

Several  versions  of  the  transmitter/encoder  board  were  made  reflecting 
design  changes  and  problems  of  Integrating  the  transmitter  with  the  system. 

Figure  86  shows  the  transmitter  encoder  board  foil  layout  which  dimensionally  Is 
3 11/16"  dia  X 1/16"  thick. 

The  receiver  decoder  Interface  circuit  board  component  layout  ^s  shown  In 
Figure  87.  There  are  several  Interconnecting  wires  to  both  the  front  panel, 
receiver,  and  encoder  board  as  Indicated  In  Figure  87. 

The  tone  decoder  circuit  board  component  layout  Is  a single-sided  board  shown 
In  Figure  88.  Board  size  Is  4"  x v 7/8"  x 1/16"  thick  and  must  be  positioned 
with  the  potentiometers  up  so  the  mercury  reed  relays  will  activate  properly. 

All  electronics  units  In  the  control  box,  except  for  the  receiver  module,  are 
connected  to  this  circuit  board. 

Several  control  unit  brackets  were  fabricated  to  hold  the  two  electronic 
circuit  boards,  receiver  module,  and  standby  battery  securely  to  the  box. 
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FIGURE  88.  DECODER  CIRCUIT  BOARD  LAYOUT 
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The  power  supply  and  several  cable  straps  are  screwed  Into  the  box  and  provide 
cable  strain  relief.  All  completed  circuit  boards  are  cleaned  with  Freon  TF  or 
trichlorethylene  and  sprayed  with  Humiseal  Protective  Coating  Type  1B15  (Humiseal 
Division,  Columbia  Technical  Corp..  Woodside,  New  York  11377). 

To  trouble-shoot  or  adjust  the  decoder  circuit  board  electronics,  remove 
the  right  box  panel  and  two  bottom  6-32  screws  holding  the  circuit  board  brackets. 
There  are  sufficient  lengths  of  cable  for  the  boards  to  be  removed  from  the  box. 

All  circuit  board  layouts  (originals)  and  photographic  masters  were 
delivered  to  the  FHWA. 

Receiving  Antenna 

A quarter  wave  whip  antenna  Is  supplied  for  each  SPVD  system.  It  Is  a 
commercially  available  stainless  steel  whip  citizens  band  antenna  (Tandy  Corporation 
ARCHER, 102  Inch  body  mount  whip  antenna  Cat  No.  21-1094)  which  has  been  cut  to  a 
total  length  of  71.28  Inches  (1.81  meters).  The  spring  Is  not  required  for 
Installation  on  a traffic  control  box.  Figure 89  outlines  the  Installation  proce- 
dure. With  a simple  bracket,  it  may  be  pole  mounted  with  an  RG-58C/U  lead  In 
cable  to  the  control  box's  antenna  Input  BNC  connector.  Installation  of  the  recelv 
Ing  antenna  relative  to  the  location  of  the  SPVD  will  be  quite  Important  to  system 
performance.  Therefore  1t  Is  suggested  that  several  antenna  locations  be  tried  fbrthe 
optimum  location  before  a standard  bracket  Is  made. 
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FIGURE  89.  RECEIVING  ANTENNA  MOUNTING  INSTRUCTIONS. 
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X.  SPVD  SCHEMATIC  DIAGRAMS,  DRAWINGS,  AND  DATA  TABLES 

The  SPVD  System  is  divided  into  several  distinct  parts  or  modules.  The  SPVD 
unit  contains  a sensor  module,  transmitter/encoder  module,  battery  module, and  the 
omnidirectional  microstrip  antenna/housing.  The  SPVD  control  unit  consists  of  a 
receiver  module,  decoder  electronics,  standby  battery,  power  supply  module,  and  a 
steel  box  housing. 

In  this  section  five  drawings  of  the  complete  SPVD  system  electronics  are 
provided  to  help  give  an  overall  view  of  the  system.  Figure  90  is  a detailed 
schematic  diagram  of  the  sensor  module  containing  all  the  magnetometer  and  sensor 
electronics  associated  with  the  actual  vehicle  detection  functions.  Figure  91 
is  a detailed  schematic  diagram  of  the  SPVD  encoder/ transmitter  module  with  summary 
instructions  to  set  the  encoder  tones.  One  should  see  the  text  for  more  detailed 
instructions.  The  SPVD  housing  is  drawn  in  Figure92and  shows  the  various 
component  modules  assembled  inside  the  SPVD  antenna/housing. 

The  SPVD  control  unit  contains  a receiver  module  consisting  of  a Radio  Shack 
(Tandy  Inc.)  Model  PRO  6 scanning  receiver  and  an  interface  board  both  schematically 
depicted  in  Figure 93.  Figure 94  is  a schematic  diagram  of  the  SPVD  control  units 
decoder  electronics  and  control  box  wiring  diagram.  Figure  95  is  the  power  supply 
module  data  sheet  containing  specifications,  parts  list, and  a schematic  diagram  of 
the  Power/Mate  Corp.  Model  EMA-12/15B  power  supply. 

Twenty  SPVD  units  were  fabricated  and  tabulated  in  Tables  XVI  and  XVII  are  the 
sensor  module  and  transmitter/ encoder  module  concrol  sheets  containing  all  checkout 
data  on  each  unit. 

All  twenty  SPVD  system  control  boxes  were  operated  for  a minimum  500  hours 
burn  in  period  and  experienced  60,000  programmed  activations.  The  prototype  control 
box  and  SPVD  h^^ve  been  operating  for  longer  than  one  year. 
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TO  SET  TONES; 

PUT  CD  4047  MIDDLE  PIN  «4  0 PIN  49 
LOW  WITH  290(1  RESISTOR  TO  GND. 

ADJUST  RESISTOR  * POT.,  USE  PIN 
10  TO  MONITOR  FREQUENCY 
PUT  CO  4047(H)  HIGH,  PIN  6 HIGH  TO 
6.7SV  WITH  A 2S0n  RESISTOR.  ADJUST 
RESISTOR  A POT.  OUTPUT  READ  ON 
PIN  10 

PUT  CD4047(L)  LOW,  PIN  5,  HIGH  TO 
e.76V  WITH  A 260(1  RESISTOR.  ADJUST 

RESISTOR  A POT  OUTPUT  READ  ON  LI  1/4"  DIA  OSCILLATOR  COIL  22  1/2T  *30  2 uhy 

FIN  10.  SPARTON  ELECTRONICS  *100-6688 

L2  1/4"  DIA  OSCILLATOR/DOUBLE  COILS 
SPARTON  ELECTRONICS  *100-9532 
L3  1/4"  DIA  FORM,  21T  #29,  4 uhy 
L4  1/4"  DIA  FORM,  17T  #29,  2.8  uhy 
WITH  EPOXY 


•)  middle  tones  - 


b)  HIGH  TONE 


el  LOW  TONE 
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FIGURE  91.  SPVD  ENCODER/TRANSMITTER  MODULE  SCHEMATIC  DIAGRAM 
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FIGURE  92.  DRAWING  OF  THE  SPVD  UNIT. 
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WER  MODULE  SCHEMATIC  DIAGRAM. 
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POWER/MATE  OOBP. 
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POWER  SUPPLY  APPLICATION 
AND  MAINTENANCE  DATA 
EMA*‘B’*CA8E 


•PECIPICATIONS 

INPW  KStelRYACf  IIS lottS VAC M 4710 S>Ht.  OmM output cvnMI  tS%fo»80Hl 
OC  OUTPUT  NATINQft:  So^VottPSWCunoRtNoHnfCtwl 

mOUlATIOII:  LMrofWotiOAttmMtlPOSlL  tor  0 10%  input  vottapo  ohofifo  onO  loiP 
fOSMMlMi  M f«iO  PI  S.  1%  lor  • tPto  to  hid  M ehonpo. 

OUrnn'MPPLE:  tPtiprtlMAlfnVRMt^SmVntnklopo^^typtcnl. 
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tmPWUtIWE  COtPPICtlNT:  *tt.oai%l*Ctvpteol  oO.OI%/«CfiMilmum. 

OOOUML'  ConoMtion  oooMO.  Movtof  Mr  Ip  focommonOW  «hon  mour«tlnt  in  * continM 
MPA 

MOUNTWO.  TRppppntWMfiMuntpononyun^oltnfOOiurtMot. 

OUTPUT  VOLTAQI  ADJUSTMENT 

TUP  OMipul  PI  iS  tPPnoRlItip  It  powpr  ipQpItpp  mpv  pp  PiluPtoO  Pv  mppnp  of  p potontMv 
wtPMf  MoPlPP  on  HtP  pitniPO  otfouit  PoprO.  TPp  potonttotnpttr  Ip  IpPpIpD  'Vi  AOJ*.  Dufino 
WtHOMlPfRl  pfOOPPtitP.  fitontlor  Ihp  DC  output  volippp  Pv  eonnoetMo  p motor  p^ropp  tpp 


NMRJT  OONMEOnOMS 
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minpip  oftP  (1)  pni  lour  fp  pp  pPo«n  m Fig.  1 

tFftpn  pppvpMns  «tlh  SSO  VAC  Input,  pipM  p jumppr  potumpn  tronptormor  tormtnMp  two  A 
•iM  Hupp  Ml  iftO  floitnppt  tPp  AC  prtmprv  Ipppp  to  lorminolp  onp  (1)  pnd  four  (4)  pp  Utown  in 

Riot 

MOONOARY  TRANSPORMtR  OONNICTIONt 

On  opfMPi  PtPppIp  It  wIK  pp  nPBppppry  to  connoet  tPi  tronplormorpocondory  totPpPCbopiP 
Ppipfp  PipiPMni  tPp  output  uoltPOP.  TMp  IP  pcpompllpppd  py  loippHng  tno  Iuopp  who 
ptfpphppIPtPpPCbopXlotnpppproprtptP  tPpontPp  trantformor. 

LOCAL  if  NtINO 

•OONO^Tl  M powpr  t>upi>llpp  pro  foetory  wlrod  tor  tocpl  ppnping.  Sonting  tprminptp  pro 
loolMd  on  tPp  PC  PoorP.  A lumpor  eonnoellng  tnp  DC  output  pnd  ppnpir^  tormtoplp  pn>- 
vMPPlotii  pponping  op  pPown  in  Fig.  9. 

MMOTtMNSINO 

RpmotP  ppnping  Ip  p ptpndprd  topturo.  To  ponpp  IN  output  «oltpgo  diroptly  pt  tN  load,  dip 
oonnopt  tPP  lumpprp  Potwoon  itM  OC  output  torminpip  and  ppnping  tarminalp.  Connoet  tN 
loai  to  IN  OC  output  tortninHp.  Than  a im  IN  t ♦ ) and  f •• } ppnping  tarminalp  roppaetiuoiy 
.ucropp  IN  load  ap  pNwn  m Fig.  4.  Tnip  pprmitp  ppnping  dirociiy  at  IN  toad. 
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Table  XVI.  SPVD  Sensor  Module  Control  Sheet 


Sensor  Offset 

Module  Check 

# & Bias 

to  25  ky 

Threshold 

On  y Off  Y 

Rise/Fall 
Times 
^20  ms /ms 

Current 

(max) 

ma 

Power 

Consumption 

0 6.75V 

1 

.08  - OK 

5850 

3656 

OK/425 

.36 

2.43 

2 

.08  - OK 

5362 

3250 

OK/400 

.35 

2.36 

3 

.07  - OK 

4875 

2762 

OK/400 

.38 

2.56 

i 

4 

.1  - OK 

5687 

3250 

OK/350 

.36 

2.43 

1 

5 

.1  - OK 

5525 

3087 

OK/300 

.39 

2.63 

1 

6 

.08  - OK 

5687 

3412 

OK/ 300 

.33 

2.22 

1 

7 

.1  - OK 

5687 

3575 

OK/375 

.33 

2.22 

1 

8 

.1  - OK 

5362 

3575 

OK/ 300 

.42 

2.83 

1 

9 

.1  - OK 

5362 

2762 

OK/250 

.38 

2.56 

1 

10 

.1  - OK 

4875 

2437 

OK/375 

.36 

2.43 

J 

A 

i 

11 

.1  - OK 

5850 

3656 

OK/275 

.36 

2.43 

12 

.08  - OK 

5037 

2762 

OK/400 

.36 

2.43 

j \ 

13 

.08  - OK 

5362 

3250 

OK/275 

.34 

2.29 

\\ 

14 

.08  - OK 

6000 

4225 

OK/350 

.39 

2.63 

h 

i 

15 

.08  - OK 

5850 

3900 

0K/350 

.38 

2.55 

1 

1 

16 

.08  - OK 

5525 

3087 

OK/325 

.35 

2.36 

17 

.1  - OK 

4387 

2925 

OK/325 

.36 

2.43 

■ 1 

18 

.08  OK 

6175 

4062 

OK/350 

.44 

2.97 

; j 

' ; 

19 

.1  OK 

5200 

3087 

OK/350 

.37 

2.49 

t 

20 

.1  OK 

5200 

2925 

OK/ 150 

.34 

2.29 

1 ' 

I i 

t ' 
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Transmitter  power  is  measured  with  a 50n  power  meter  shunted  with  a 5.6  Q resistor. 
Carrier  frequency  adjustment  with  modulating  tones  on  and  no  current  meter  = (N/M) 
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XI.  SENSOR  MODULE  WITH  HARDWIRED  SENSOR 

The  objective  of  this  task  is  to  remotely  locate  a miniature  two  axis 
magnetometer  beneath  the  roadway  in  the  center  of  the  traffic  lane  and  connect  it 
via  n»ul itconductor  cable  to  a small  electronics  unit.  The  sensor  fuctions  like 
the  Inductive  Loop  Detector  (ILD)  except  both  the  connecting  cable  and  magneto- 
meter could  be  installed  in  the  1/4"  wide  pavement  cutting  saw  blade  width.  This 
would  provide  easier  sensor  installation  and  require  no  electronics  unit  field 
adjustments. 

A standard  two  axis  Brown  magnetometer  was  built  and  encapsulated  in  epoxy. 

A 100  foot  six-conductor  shielded  cable  with  a PVC  jacket  is  used  to  connect  the 
magnetometer  to  the  5"  x 4"  x 3"  electronics  box.  Figure  96  is  a photograph  of 
the  completed  SPVD  hardwired  sensor  system.  The  unit  operates  from  llOVAC,  and 
contains  a relay  which  can  activate  existing  traffic  control  equipment. 

A simple  power  supply  and  integrated  circuit  voltage  regulators  are  used 
to  separately  power  the  SPVD  electronics  and  magnetometer.  Back-to-back  7.1 
volt  zener  diodes  are  put  across  all  cable  leads  to  protect  the  unit  from  large 
transients  caused  by  lightning  or  EMI.  The  lightning  problem  however,  should  be 
much  less  severe  than  with  the  ILD.  Sensitivity  and  offset  adjustments  can  be 
made  to  set  the  desired  threshold  and  compensate  for  unusually  close  steel 
reinforcing  rods  when  installed.  The  threshold  was  set  a 5200/3000  nT,  and  the 
unit  was  continuously  operated  for  one  month. 

The  FHWA  requested  NSWC  to  make  a hardwired  sensor  version  of  the  SPVD  in 
"consideration"  for  increased  costs,  mainly  associated  with  fabrication  of  the 
SPVD  electronics  hardware.  * 
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FIGURE  96.  PHOTOGRAPH  OF  SPVD  HARDWIRED  SENSOR. 
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XII.  DISCUSSION/CONCLUSION 

Two  main  topics  are  discussed  herein*  namely,  areas  of  Improvement  and  SPVD 
cost  estimates.  Twenty  SPVD  systems  have  been  fab^'lcated  as  described  previously 
and  throughly  tested.  From  the  NSWC/WOL  deveiopmeiit  experience  several  areas 
should  be  Investigated  further  and  may  require  Improvement.  They  Include  1) 
antenna/housing  design  optimization,  2)  power  source  rexaminat  , Of  lithium  cells 
and  solar  cells  with  respect  to  system  cost  and  operational  requirements,  3)  ex- 
pansion of  the  digital  nulling  loops  dynamic  range  to  16  bits,  4)  remeasuring 
magnetic  field  signatures  of  smaller  vehicles  and  motorcycles  which  have  become 
more  common  recently,  5)  stabilization  of  the  sensor  modules  magnetic  activation 
threshold  with  respect  to  temperature,  6)  examine  coding  and  RF  telemetry  tech- 
niques for  simultaneous  operation  of  eight  or  more  SPVD  units  with  one  Receiver 
Control  unit. 

During  the  SPVD  housing  development,  the  PVC  housing  was  designed  to  enclose 
orthogonal  loop  antennas.  However,  with  the  Invention  of  the  omnidirectional 
microstrip  antenna  (DMA),  the  choice  of  PVC  was  not  cptimium  for  a number  of  reasons 
But  In  all  simulated  laboratory  and  roadway  tests  It  appeared  adequate.  The 
first  major  change  suggested  Is  to  construct  the  outside  SPVD  housing  from  fiber- 
glass thereby  eliminating  the  relatively  large  dimensional  changes  encountered  In 
the  PVC.  Also  the  additional  mechanical  strength  obtained  from  a good  grade  of 
fiberglass  should  satisfy  most  roadway  requirements  and  provide  a better  base  for 
construction  of  the  DMA.  Antenna  redesign  for  fiberglass  can  be  done  using  the 
Information  of  Section  VI. 

At  the  time  of  the  SPVD  battery  evaluation,  lithium  battery  safety  was  sus- 
pect, as  documented  In  several  accidents.  However,  one  type  of  lithium  battery 
was  tested  with  satisfactory  results  (Section  VIII)  and  within  the  last  two  years, 
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remarkable  Improvements  have  been  made  for  such  low  drain  applications.  The 
second  recommendation  Is  that  before  specifying  a power  source,  tha\  the  ruiw 
lithium  battery  systems  (lithium  Iodide,  lithium  sulfur  dioxide,  etc.)  be  ex- 
amined and  tested.  The  present  mercury  batteries  used  will  meet  the  system  re- 
quirements, but  the  cost  ($60  per  SPVD  unit)  and  the  potentially  large  use  of 
mercury,  a stragetic  resource,  would  require  costly  recycling. 

Solar  cell  arrays  have  been  demonstrated  as  a feasible  pcwer  source.  How- 
ever, the  problems  of  vandalism  and  long  term  roadway  surface  durability  are  un- 
answered questions  and  require  significant  testing  to  answer.  A solar  cell  array 
could  also  power  the  control  box  If  the  high  power  LED  receiver  and  panel 
Indicators  are  disconnected.  Such  a device  would  be  useful  for  remote  unat- 
tended vehicle  counter/recorder  applications.  Mercury  batteries  and  other  electro- 
chemical battery  systems  do  liberate  hydrogen  gas  from  the  cells  chemical  reaction. 
The  rate  of  released  gas  depends  on  the  discharge  rate.  Hydrogen  gas  diffusion  In 
the  PVC/ABS  materials  used  Is  quite  large  and  could  not  contain  any  significant 
volume  of  hydrogen.  There  will  be  no  build-up  of  hydrogen  In  the  SPVD  and  no 
safety  threat.  The  battery  Is  fused  Inside  the  battery  compartment  to  prevent 
any  high  discharge  rates. 

The  magnetic  sensor  module  digital  nulling  loops  (DNL)  should  be  expanded 
from  2 bits  to  16  bits  to  extend  the  nulling  loops  dynamic  range.  In  this  way  all 
roadway  ambient  magnetic  fields  could  be  nulled  while  providing  more  sensitivity 
required  to  detect  smaller  motor  vehicles.  Detection  logic  could  also  be  Improved 
If  provided  this  added  system  sensitivity. 

Magnetic  signatures  of  small  motor  vehicles  have  not  been  comprehensively 
measured  and  should  Include  motorcycles  and  bicycles  as  well.  Although  the  mag- 
netic signature  amplitude  Is  directly  proportional  to  the  amount  of  magnetic 

material  In  the  vehicle,  the  large  dynamic  range  and  sensitivity  of  the  detection 
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system  could  detect  a wide  variety  of  vehicle  classes.  Variation  of  the  sensor 
modules  magnetic  actuation  threshold  with  tenperature  is  quite  significant, 
especially  at  low  temperatures.  A temperature  compensation  network  Is  desirable, 
especially  If  the  DNL  Is  expanded  to  16  bits  and  small  motor  vehicles  are  to  be 
detected  with  very  low  miss  rates. 

In  addition  to  the  noted  telemetry  system  Improvements  (Sections  IV,  V and  I), 
it  seems  desirable  to  operate  more  than  one  SPVD  on  one  RF  channel  (thereby  con- 
serving spectrum  space)  and  have  unique  tone  codes  for  specific  SPVD  roadway  loca- 
tions. The  Control  Box  has  several  features  which  could  be  eliminated  to  save  costs, 
including  the  standby  battery,  panel  connectors  and  lights. 

The  SPVD  System  Voltage  (6.75  volts)  appears  satisfactory  for  the  sensor  module, 
particularly  the  magnetometer,  but  higher  efficiency  may  be  obtained  from  the  RF 
oscillator  and  transmitter  with  a higher  system  voltage.  It  is  felt  that  despite 
the  potential  gains  in  transmitter  efficiency,  they  will  be  offset  by  losses  in- 
curred in  the  sensor  module  electronics. 

Techniques  for  implanting  the  SPVD  for  long  term  survival  must  be  optimized 

for  a "ariety  of  roadway  environments  encountered.  During  the  program  four  test 

holes  were  used,  1)  the  main  test  hole  (5"  dia.)  located  under  a black  top  road 

with  a phenolic  liner  and  cover  plate;  2)  the  dry  hole  (5"  dia.)  with  a removable 

metal  liner  inserted  to  maintain  hole  dimensions  when  the  SPVD  was  not  being  tested; 

3)  antenna  range  test  hole  with  dry  earth  sides, and  4)  the  Interstate  1-95  test  hole 

located  south  of  the  Capital  Beltway  on  an  unused  section  of  MD  1-95.  The  main  test 

hole  was  almost  always  filled  with  water  or  ice  anu  was  the  test  site  of  the  solar 

cell  e.rray  and  most  system  testing.  For  RF  System  tests  the  SPVD  was  required  to 

transmi*  4v.j  to  450  feet  to  the  control  box  in  the  completely  water  filled  main  test 

hole,  and  700  feet  minimum  at  the  1-95  test  hole  using  only  a X/4  whip  receiving 
antenna  on  the  control  box  approximately  4 feet  above  the  road  surface.  In  an  actual 
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installation  the  receiving  antenna  supplied  would  provide  greater  signal  strength 
to  the  control  units  receiver. 

Some  vehicle  RF  telemetry  link  path  shading  experiments  were  performed  with 
little  change  in  detection  distance,  and  in  some  cases  increased  It.  A grid  of 
5 foot  long  5/8“  diameter  reinforcing  rods  were  positioned  over  the  SPVD  in  the 
main  test  hole  in  a number  of  configurations.  No  change  in  either  magnetic 
detection  or  telemetry  link  performance  was  noted. 

A phenolic  or  non-conductive  liner  may  be  useful  to  increase  SPVD  surviv- 
ability. However,  in  the  1-95  concrete  pavement,  adding  dirt,  foam  or  plastic 
insulating  styrofoam  may  be  desirable  to  both  center  the  SPVD  and  stabilize  the 
sensor  from  apparent  errosion  of  the  base  gravel /dirt  under  the  concrete.  Ad- 
dition of  non-conductive  stabilizing  plastics  with  a one-inch  thick  black  top 
cover  patch  should  not  affect  system  performance.  The  suggested  SPVD  implant 
procedure  is  outlined  in  both  section  I of  this  report  and  in  an  operating  manual 
supplied  with  each  SPVD  system. 

Two  SPVD  systems  can  be  used  for  an  accurate  vehicle  speed  sensor.  The 
time  differences  between  vehicle  presence  leading  edges  can  be  used  to  determine 
vehicle  speed  from  two  accurately  located  SPVD  sensors. 

As  a “contingency"  for  some  SPVD  development  problems,  NSWC  fabricated  a 
hardwired  magnetic  vehicle  detector  (Section  XI).  This  should  also  ease  sensor 
installation  when  compared  with  the  inductive  loop  detectors  CiLD).  The  remote 
sensor  housing  could  be  made  somewhat  smaller  and  quality  of  the  cable  im- 
proved for  long  term  survivability.  EMI/Lightning  imunity,  however,  should  be 
evaluated.  Presently,  100  feet  of  cable  has  been  supplied.  It  appears  likely 
that  operation  on  cable  lengths  of  1000  feet  is  possible,  even  with  the  high 
sensor  source  impedance  («•  ISKti).  However,  a line  driving  buffer  amplifier  with 

low  output  impedance  at  the  remote  sensor  is  desirable  for  environmental  noise 
immunity. 
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SPVD  Costs 

An  estimate  of  SPVD  system  component  and  assembly  costs  has  been  made  for 
one  unit  and  1000  units  and  Is  tabulated  In  Table  XVIII. 

Each  component  Item  cost  Is  added  up  for  unit  quantles  (1  to  20)  and  for 
1000  units,  and  divided  Into  major  component  blocks,  I.e.,  sensor  module,  battery, 
housing,  etc.  In  this  way,  trained  production  engineers  could  refer  to  the  ap- 
propriate report  section  and  estimate  costs  more  accurately  for  his  particular 
overhead  and  plant  operating  environment.  The  estimates  In  Table  XVIII  are  based 
on  NSWC  rates  for  FY  77/78  and  component  costs  from  local  electronics  distributors. 
In  single  unit  quantles  (1-20),  estimated  SPVD  system  cost  per  unit  Is  $2b40  and 
for  1000  units  estimated  at  $745  each.  Both  estimates  are  based  on  the  present 
design,  excluding  test  Instrumentation  costs,  but  Including  system  adjustments 
and  final  performance  tests.  The  SPVD  hardwired  sensor  cost  per  unit  Is  estima- 
ted at  $1000  (1  to  20)  and  probably  less  than  $300  In  100  unit  quantles. 

Deliverable  program  Items  Include:  1)  20  complete  SPVD  systems  w/SPVD,  SPVD 
control  units,  receiving  antennas.  Interface  plug  and  operating  manual.  2)  All 
printed  circuit  board  artwork,  originals,  mylars,  and  samples.  3)  Prototype 
solar  cell  array  housing  and  miscellaneous  photographs,  prototype  components 
and  circuits.  4)  One  SPVD  Prototype  hardwired  sensor  with  100  feet  of  cable,  and 
5}  this  report  with  an  advance  copy  supplied  on  1 December  1978. 

Conclusion 

All  twenty  SPVD  systems  were  fabricated  and  met  all  technical  design  goals 
as  tested  In  the  laboratory.  However,  survivability  In  the  roadway  environment 
appears  to  be  the  crucial  test. 
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xviri. 

SPVD  System  Estimated  Costs 

SPVD 

1 Unit 

1000  Units 

Sensor  Electronics 

600. 

200. 

Battery 

60. 

50. 

Battery  Housing 

10. 

5. 

Encoder  Board 

150. 

50. 

Transmitter 

150. 

50. 

Antenna 

200. 

20. 

Housing 

150. 

60. 

Module  Assembly 

250.  (8  hours) 

25.  (1  hour) 

SUB  TOTAL 

$1 57o . 

CONTROL  UNIT 

Receiver  fiodule/Interface . 

200. 

75. 

Decoder  Board 

150. 

75. 

Standby  Battery 

30. 

20. 

AC  Power  Supply 

35. 

20. 

Housing/Li ghts/Connectors 

150. 

10. 

Receiving  Antenna 

30. 

10. 

Assembly 

375.  (12  hours) 

75.(3  hours.) 

SUB  TOTAL 

$ 970. 

$285. 

TOTAL 

$2540.  system 

$745.  system 
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